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Property  Description 


1 

File 


Ordinance 


(South  of  Market  Zoning  Control s— Use , Height  and  Bulk  Districts  Property 
Description) 

ADOPTING  CHANGES  IN  PROPERTY  USE  AND  HEIGHT  AND  BULK  CLASSIFICATION  BY 
AMENDING  THE  ZONING  MAP  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO  FOR  THE  AREA 
GENERALLY  BOUNDED  BY  MISSION  STREET,  DUBOCE  AVENUE/  THIRTEENTH/  DIVISION 
STREET.  TOWNSEND  STREET  AND  FIRST  STREET,  EXCLUDING  THE  AREA  OF  YERBA  BUENA 
CENTER,  TO  RECLASSIFY  PORTIONS  OF  THE  PROPERTY  THEREIN  FROM  RH-2,  RH-3,  RM-2, 
RC-2 , RC-3,  C-3-G,  C-3-S,  C-M,  M-l  AND  M-2  TO  EITHER  RESIDENTIAL  ENCLAVE 
DISTRICT  (RED),  SOUTH  PARK  DISTRICT  (SPD),  RESIDENTIAL/SERVICE  DISTRICT  (RSD) , 
SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  DISTRICT  (SLR),  SERVICE/LIGHT  INDUSTRIAL 
DISTRICT  (SLI),  SERVICE/SECONDARY  OFFICE  DISTRICT  (SSO)  OR  PUBLIC  DISTRICT 
(P),  AND  TO  RECLASSIFY  HEIGHT  AND  BULK  DISTRICTS  WITHIN  THE  SAME  AREA  FROM 
40- X,  50-X , 80- E,  80-K,  88-K,  90-X,  105-F,  105-3,  105-K,  120-F,  130-F,  130-G, 
130-L,  1 50— S , 160-F,  160-M  and  180-S  TO  EITHER  O.S.,  40-X,  50-X,  65-U,  85-X, 
40-X/85-B  or  130-E. 

Note:  Where  lot  numbers  are  shown  separated  by  a hyphen,  the  reference 

Includes  the  first-numbered,  last-numbered,  and  all  Intermediate  numbered 
lots.  Lots  split  between  use  districts  and  lots  split  between  height  and  bulk 
districts  are  marked  with  an  asterisk  (*).  These  lots  are  listed  and  the 
zoning  of  each  portion  Is  Indicated  In  Exhibits  A and  B In  Board  of 
Supervisors  file  . 

Be  It  ordained  by  the  people  of  the  City  and  County  of  San  Francisco: 

Section  1.  The  following  changes  In  property  use  classification  from 
RH-2,  RH-3,  RM-2,  C-3-S,  C-M  and  M-l  to  RED  are  hereby  adopted  as  amendments 
to  Section  Maps  1 , 7 and  8 of  the  Zoning  Map  of  the  City  and  County  of  San 
Francisco. 

Description  of  Property  Use  Districts  Use  District 

to  be  to  be 

Assessor's  Block /Lots  Superseded  Approved 

3511/  40,  42-44,  57-62,  64-66,  RH-2,  RH-3,  RM-2,  RED 

68,  68A , 68B,  69,  69A,  70,  71;  C-3-S,  C-M,  M-l. 

3726/  26*.  36,  37,  37A,  38-47, 

50-55,  57,  57A,  58-65,  67-80, 

87-98; 

3727/  14*.  15*.  27-36,  38-41,  43-54, 

56-60,  64,  65,  65A,  66,  67,  70, 

72,  72A,  72C,  73-78,  83-86,  136; 

3730/  40A , 41-46,  53-58,  63-69,  84-87, 

93-103; 

3731/  31*.  35* , 37*.  40*.  44,  46, 

52-54,  54A,  55,  58,  60-62,  62A, 

63,  66-70,  76-84,  86-89,  91-93, 

102-105,  109,  110,  119,  124; 

3755/  89-93,  96,  102-105,  105A, 

105B,  105C,  106-113,  135. 

*See  Exhibit  A In  Board  of  Supervisors  file  . 
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Property  Description 


Section  2.  The  following  changes  In  property  use  c 
to  SPD  are  hereby  adopted  as  amendments  to  Section  Map 
the  City  and  County  of  San  Francisco. 


lasslflcatlons  from  RC-2 
1 of  the  Zoning  Map  of 


<pt<on  of  Property 


Use  Districts 
to  be 

Superseded., 


Use  District 
to  be 

Approved 


3775/  26-33,  36-40.  42.  46-50.  spD 

53-70,  102.  Kk-"‘ 


Section  3. 
C-3-G,  C-3-S 
of  the  Zoning 


The  following  changes  In  property  use  d 
and  M-l  to  RSD  are  hereby  adopted  as  amendments  to  Section  p 
Map  of  the  City  and  County  of  San  Francisco. 


3, 

1 


Assessor's  Block/Lot 1 


Use  Districts 
to  be 

Superseded 


Entire  Blocks  3732,  3753; 

3703/  4-6,  25-29; 

3704/  25,  26.  49-53; 

3725/  5-9,  12,  14,  15,  17-21, 

23-27,  29,  31 , 33,  35, 
60-64,  79,  81,  98; 


3726/ 
3731  / 
3733/ 

3752/ 


1,  2\  3,  4* ; 

14,  16-20,  20A,  21,  22,  24-26, 
28-31,  34,  91,  92; 

14,  15.  17-19,  23,24,  26-28, 
32,  33,  36,  46,  51-54,  57,  58, 
70,  72,  76,  78-81,  83,  89, 

89A,  90-95,  100-105,  107. 


RC-3,  C-3-G, 
C-3-S , M-l. 


Use  District 
to  be 

Approved 

RSD 


*See  Exhibit  A In  Board  of  Supervisors  file 
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Property  Description 


Section  4.  The  following  changes  In  property  use  classification  from 
RH-3,  RM-2 , RC-3 , C-3-S,  C-M,  H-l  and  M-2  to  SLR  are  hereby  adopted  as 
amendments  to  Section  Maps  1,  7 and  8 of  the  Zoning  Map  of  the  City  and  County 
of  San  Francisco: 


Assessor's  BlocK/Lot?: 


Use  Districts 
to  be 

Superseded 


Use  District 
to  be 
Approved 


Entire  Blocks  3516;  3517;  3518;  RH-3,  RM-2,  RC-3,  SLR 


3519; 

3520;  3521;  3522; 

3728;  3729;  3756; 

3509/ 

2-5,  7,  8, 

8A, 

9-11, 

1 4 , 1 5 , 1 5A , 

15B, 

15C,  20-27,  29, 

*31-35,  41; 

3510/ 

6-12,  14,  1 

5,  1 

8-21 , 

23-32,  34, 

34A , 

35,  37,  39,  43, 

44,  55,  56, 

58, 

60; 

3511/ 

6,  9,  10,  1 

2-17 

, 17A,  18-22, 

46-56; 

3726/ 

12,  13,  15, 

17- 

22,  24,  25,  26*. 

27-35,  100, 

101 

, 103,  105-114, 

117; 

3727/ 

1,  2,  4-10, 

12, 

14*.  15*.  16,  18, 

19,  21,  22, 

24, 

26, 

61-  63,  89, 

91  , 

94-98,  101-103, 

108,  109,  1 

13, 

114,  117, 

118,  120,  1 

25, 

130,  134,  135; 

3730/ 

1-4,  6-11, 

13-1 

5,  18,  19,  23-32, 

34-40,  48,  49,  51,  59-61,  70, 

72,  75,  77,  78,  80, 

82,  88-90,  104,  105,  106,  108,  109, 

111,  117-120,  122,  123; 

3731/  2*.  4*,  15,  18-21,  23, 

24,  26,  27,  30,  31*.  33,  35*.  37*, 

40*.  41,  42,  43,  71-74,  94,  95,  99, 

101,  113,  115-117,  122,  125; 

3754/  1-3,  5-8,  15,  17,  18,  26-31,  34,  38-43, 

45,  46,  48,  49,  57,  58,  59,  62-67; 

3755/  3-5,  10,  12-19,  21-24,  27,  29,  33, 

34,  41,  44,  49,  50,  52-54,  56,  65-68, 
71-81,  83-88,  97-101,  117,  130-132, 

134,  136,  137. 


*See  Exhibit  A in  Board  of  Supervisors  file 
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Property  Description 


Section  5.  The  following  changes  In  property  use  cUssIfUat^^  ^ 

VSi  M ^lngeHap  ofV  C,«  and  Count, 


of  San  Francisco: 

Prir^Pt^n  of  Property 

^tj  tjytjtjpr  1 s Block/LQti- 

Entire  Blocks  3523,  3524,  3525,  3757, 
3776.  3778.  3779; 

Entire  Block  3777,  excluding  lot  52 


Use  Districts 
to  be 

frnpersede_d 


Use  District 
to  be 

Approved  _ 


RH-3,  RM-2,  RC-2,  SLI 

C-3-S,  C-H,  M-l , M-2. 


3526/ 

3528/ 

3758/ 

3759/ 

3760/ 


3761/ 

3762/ 


3763/ 

3775/ 

3780/ 

3784/ 


3785/ 

3787/ 

3788/ 


19B; 

1,  7,  11,  12; 

44-47,  121,  131; 

1 2 9-12,  14,  43,  45; 

I*  2*,  1 1-17,  19-22,  24-26, 

26A,  27,  28,  35,  55,  59,  71. 

81  83,  100,  105-108,  111.  112» 

114,  119,  121-123,  125-131; 

2 5C,  6,  7,  64; 

1 3 7-9,  11,  12,  14,  16-1.9, 

21,  23-26.  32,  36.  37,  40 
41 . 43,  46,  48-50,  53-55,  58, 

106.  108,  109,  112,  113,  116-119, 
121-124; 

1 5A , 15C,  16-25; 

16-18,  20-23,  25,  71-73,  75, 

77-81,  83-86; 

1 2,  4C,  7C,  8.  23,  28,  30, 

32-34,  44,  63-66,  69,  70; 

7 8 10,  13-15,  17,  18,  22,  23, 

23A,  24,  25,  27,  31,  32,  35, 

40  41  44,  47A,  49,  50,  52, 

54’  71.  76,  77,  80,  82,  85-91; 

1 2A  4,  4A,  4B,  5,  7-9,  16-18,  20-24; 
1-5,  7-19,  21-23,  26-28,  32,  33 
26 , ' 37 , 39,  40,  40A,  44,  48-52 ; 

10,  1 1 A , 12-15,  18-24,  24A,  25,  41. 
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Property  Description 


Section  6.  The  following  changes  In  property  use  classification  from 
RC-2,  M-l  and  M-2  to  SSO  are  hereby  adopted  as  amendments  to  Section  Map  1 of 
the  Zoning  Map  of  the  City  and  County  of  San  Francisco: 

Use  District 
to  be 

Approved 


Description  of  Property 

Use  Districts 
to  be 

Superseded 

Entire 

Block  3786,  excluding  lot  39 

RC-2,  M-l, 

3749/ 

62; 

M-2. 

3750/ 

2,  3,  8,  73; 

3763/ 

1,  6-9,  11-15,  15B,  32-34, 

3764/ 

36,  37,  105,  113; 
14,  61,  69,  70; 

3774/ 

♦ 4-8,  13,  15,  25,  26, 

3775/ 

31,  44,  45,  48,  63-65, 

67,  68,  70-74; 

1,  2,  4,  5,  7,  8,  12,  15, 

3785/ 

87,  89,  91-97,  99-101; 
2.  3; 

3787/ 

29,  31; 

3788/ 

2,  2A,  6,  8,  9,  9A , 37-39, 

42-44; 

3789/ 

4,  5,  7-9. 

SSO 


Section  7.  The  following  changes  In  property  use  classification  from 
RC-3,  M-l  and  M-2  to  P are  hereby  adopted  as  amendments  to  Section  Maps  1,  7 
and  8 of  the  Zoning  Map  of  the  City  and  County  of  San  Francisco: 


E>e.S  c r 1 p 1 1 Qn_Qf_PlflBfiliy 
Assessor’s  piock/Lots: 


Use  Districts 
to  be 

Superseded. 


Use  District 
to  be 


3526/  1,  17;  RC-3,  M-l,  M-2.  P 

3528/  3; 

3731/  10-12,  111; 

3749/  52; 

3758/  126-130; 

3759/  38,  40-42; 

3760/  116,  117,  120,  124; 

3761/  62,  63; 

3762/  4; 

3763/  112; 

3764/  58,  67,  68; 

3784/  1,  3,  72,  75, 

78,  79,  81. 
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Property  Description 


helghtCaidnbSik  Jtf tM 2staJln2»^nd«iei»t  to  the  Zontng  Map 
of  the  City  and  County  of  San  Francisco: 

Height  and  Bulk 
Districts  to 
frp  Superseded 


Assessor 1 s Block/Lots: 


Entire 

3511/ 

3726/ 

3727/ 

3730/ 
3731  / 


3732/ 

3753/ 

3754/ 


Block  3775  except  103; 

40.  42-44,  57-62,  64-66,  68, 

68A , 68B,  69,  69A,  70,  71; 

26* , 36,  37,  37A,  38-47, 

50-55,  57.  57A , 58-65,  67-80,  87-98; 
14*.  15*.  27-36,  38-41 , 43-54, 

56-60,  64,  65,  65A,  66,  67,  70, 

72,  72A , 72C,  73-78,  83-86,  136; 

40A,  41-46,  53-58,  63-69,  84-87, 
93-103; 

3,  4,  15,  18-21,  23,  24,  26,  27,  31  , 
35*.  37*,  40*.  44,  46,  52-54,  54A, 
55,58,  60-62,  62A,  63,  66-70,  76-84, 
86-89,  91-93,  102-105,  109,  110,  113, 
119,  124; 

30-33,  74,  76,  78-81,  119*; 

122; 

1 , 2,  15,  40-43,  45,  46,  48, 

49.  57,  58,  59,  64; 

27,  29,  33,  34,  41,  44,  49,  50, 


49,  57,  58,  59,  64; 

3755/  27,  29,  33,  34,  41,  44,  49,  50, 

52-54,  56*. 65,  66,  89-93,  96, 
102-105, 105A,  105B,  105C,  106-113, 
135,  136,  137; 

3756/  2,  4-6,  8-11,  15,  19-23,  24*.  25-28, 

30-32,  36*.  37*.  41*. 


*See  Exhibit  B In  Board  of  Supervisors  file 


50-X, 
80-E , 
88-K, 
120-F, 
130-F, 
130-L, 
160-M. 


40-X 


City  Planning  Commission 
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Property  Description 


Section  9.  The  following  changes  In  height  and  bulk  districts  to  a 50-X 
height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the  Zoning  Map 
of  the  City  and  County  of  San  Francisco: 


Height  and 
Bulk  District 
to  be  Approved 


50-X 


21,  22,  24,  26,  61-63; 

3728/  5-9,  11,  13,  14,  16-19,  24-29,  32, 

34-62,  86-88; 

3730/  1-4,  6-11,  13-15,  18,  19,  23-25, 

26-32,  34-40,  48,  49,  51,  59-61,  70, 
72,  75,  77,  78,  80,  82,  88-90, 

104-106,  108,  109,  111,  117-120, 

122,  123: 

3731/  1,  2,  30,  31*.  33,  35*.  37*,  40*, 

41-43,  71-74,  94,  95,  99,  101, 

115-117,  122,  125; 

3754/  3,  5-8,  17,  18,  26-31,  34,  38,  39, 

62,  63,  65-67; 

3755/  3-5,  10,  12-19,  21-24,  56*,  67,  68 

71-81,  83-88,  97-101,  117,  130-132, 
134; 

3756/  1,  24*.  33,  34,  36*,  37*,  38,  39, 

41*,  42-47; 

3759/  42; 

3764/  14,  58,  61,  67-70; 

3774/  4-8,  13,  15,  25,  26,  31,  44,  45, 

48,  63-65,  67,  68,  70-74; 

3787/  1-5,  7,  29,  31-33,  36,  37,  39,  48,  49; 

3789/  4,  5,  7-9. 


*See  Exhibit  B In  Board  of  Supervisors  file 


Height  and  Bulk 
Districts  to 

Description  of  Property  be  Superseded 


Entire  Blocks  3516;  3517;  3518;  3519;  40-X, 

3520;  3521;  3522,  3523,  3729;  3776;  3777;  80-E, 

3778;  3779;  3788;  80-K, 

3509/  2-5,  7,  8,  8A,  9-11,  14,  15,  15A,  88-K, 

15B,  15C,  20-27,  29,  31-35,  41;  105-F, 

3510/  6-12,  14,  15,  18-21,  23-32,  34,  34A,  105-J, 

35,  37,  39,  43,  44,  55,  56,  58,  60;  105-K, 

3511/  6,  9,  10,  12-17.,  17A,  18-22,  46-56;  120-F, 

3726/  12,  13,  15,  17-22,  24,  25,  26*,  27-35,  130-G, 

114,  117;  130-L, 

3727/  2,  4-10,  12,  14*,  15*,  16,  18,  19,  160-M. 
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Property  Description 


Section  10.  The  following  changes  In  height  and  bulk  districts  to  a 65-U 
height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the  Zoning  Map 
of  the  City  and  County  of  San  Francisco: 


Height  and 

Height  and 

Bulk  Districts 

Bulk  District 

to  be 

to  be 

Description  of  Property 

Superseded 

Approved 

3726/ 

100,  101, 

103,  105-113; 

50-X, 

65-U 

3727/ 

1.  89,  91 

, 94-98,  101-103,  108, 

90-X, 

109,  113, 

114,  117,  118,  120,  125, 

1 05— F , 

130,  134, 

135; 

120-F, 

3728/ 

1.  2,  68. 

69,  72.  74-76,  81-83,  89; 

150-S, 

3784/ 

7,  8,  79, 

80,  85-88; 

160-M, 

1 80— S . 

3785/ 

2,  2A,  3, 

4,  4A , 4B,  5,  7,  22-24; 

3786/ 

8,  9,  13, 

14,  14B,  15-19,  19A,  20,37; 

3787/  8-19,  21-23,  26-28,  40,  40A,  44, 

46.  50-52. 


Section  11.  The  following  changes  in  height  and  bulk  districts  to  a 85-X 
height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the  Zoning  Map 


of  the 
Descr  1 j. 

City  and  County  of  San  Francisco: 

Height  and 
Bulk  Districts 
to  be 

Superseded 

Height  and 
Bulk  District 
to  be 
Approved 

3703/ 

4-6,  25-29; 

50-X, 

85-X 

3704/ 

25.  26,  49-53, 

80-E, 

3725/ 

25,  26,  60-64,  79,  81; 

120-F, 

3726/ 

1-4,  5-11; 

160-F. 

3732/ 

122-124. 
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Section  12.  The  following  changes  in  height  and  bulk  districts  to  a 
40-X/85-B  height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the 
Zoning  Map  of  the  City  and  County  of  San  Francisco: 


Description  of  Property 
Assessor's  Block/Lots: 


Height  and 
Bulk  Districts 
to  be 

Superseded 


Height  and 
Bulk  District 
to  be 

Approved 


Entire  Block  3753,  except  Lot  122; 

3725/  5-9,  12,  14,  15,  17-21,  23,  24,  50-X, 

27,  29,  31,  33,  35,  98;  80-E, 

3732/  3-5,  8,  9,  18,  23-26,  28,  29,  35-37,  88-K, 

40,  44,  45,  48,  62,  64,  66-68,  70,  71,  130-F, 

73,  82-85,  87-90,  90A,  91,  92,  94-97,  130-L. 

99-103,  106-112,  114-119*,  125-127, 

129,  130,  137-140,  143,  145A, 

146,  147,  149,  150-152; 

3733/  14,  16,  17-20,  20A,  21,  22,  24-26, 

28-31,  34,  91,  92; 

3752/  12,  14,  15,  17-19,  23,  24, • 

26-28,  32,  33,  36,  46,  51-54,  57,  58, 

70,  72,  76,  78-81,  83,  89,  89A, 

90-95,  100-105,  107. 


40-X/85-B 


Section  13.  The  following  changes  in  height  and  bulk  districts  to  a 130-E 
height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the  zoning  Map 
of  the  City  and  County  of  San  Francisco: 

Height  and  Bulk  Height  and  Bulk 

Description  of  Property  District  to  be  District  to  be 

Assessor's  Block/Lots:  Superseded  Approved 


3749/  52,  62; 

3750/  2,  3. 


1 05— F , 130-E 

130-G. 


Section  14.  The  following  changes  in  height  and  bulk  districts  to  an  OS 
height  and  bulk  district  are  hereby  adopted  as  an  amendment  to  the  Zoning  Map 
of  the  City  and  County  of  San  Francisco: 

Height  and  Bulk  Height  and  Bulk 

District  to  be  District  to  be 

Superseded  Approved 


Description  of  Property 
Assessor's  Block/Lots 


3730/  91;  50-X, 

3731/  10,  11,  12,  111.  130-L. 


OS 
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BLOCK  LOT 


FXHIBIT  A 


SOUTH  OF  MARKET  USE  DISTRICT  SPLIT  LOTS 
LOT  DIMENSIONS  ARE  LISTED  IN  FEET 


HEIGHT 
AND  BULK 
DISTRICT. 


FRONTAGE  FRONTAGE 

STRFET  DIMENSION 


LOT  DEPTH  IN 
HEIGHT  AND 
BULK  DISTRICT 


3726 

26 

3726 

26 

3727 

14 

3727 

14 

3727 

15 

3727 

15 

3731 

2 

3731 

2 

3731 

4 

3731 

4 

3731 

31 

3731 

31 

3731 

35 

3731 

35 

3731 

37 

3731 

37 

3731 

40 

3731 

40 

SLR 

RED 

SLR 

RED 

RED 

SLR 

RSD 

SLR 

RSD 

SLR 

SLR 

RED 

RED 

SLR 

RED 

SLR 

RED 

SLR 


HOWARD 

50.417 

90 

NATOMA 

50.417 

75 

HOWARD 

50 

90 

NATOMA 

50 

75 

NATOMA 

25 

75 

HOWARD 

25 

90 

6TH 

25 

80 

HARRIET 

25 

75 

6TH 

50 

80 

HARRIET 

75 

75 

7TH 

75 

80 

MOSS 

25 

80 

MOSS 

24 

80 

7TH 

48 

80 

MOSS 

100 

75 

7TH 

125 

90 

MOSS 

25 

75 

7TH 

25 

90 
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EXHIBIT  B 

SPLIT  LOTS  IN  SOUTH  OF  MARKET  HEIGHT  AND  BULK  DISTRICTS 
(LOT  DIMENSIONS  ARE  LISTED  IN  FEET) 

HEIGHT  LOT  DEPTH  IN 

BLOCK  LOT  AND  BULK  FRONTAGE  FRONTAGE  HEIGHT  AND 

DISTRICT  STREET  DIMENSION  BULK  DISTRICT 


3726 

26 

50-X 

HOWARD 

50.417 

90 

3726 

26 

40-X 

NATOMA 

50.417 

75 

3727 

14 

50-X 

HOWARD 

50 

90 

3727 

14 

40-X 

NATOMA 

50 

75 

3727 

15 

40-X 

NATOMA 

25 

75 

3727* 

15 

50-X 

HOWARD 

25 

90 

3731 

31 

50-X 

7TH 

75 

80 

3731 

31 

40-X 

MOSS 

25 

80 

3731 

35 

40-X 

MOSS 

24 

80 

3731 

35 

50-X 

7TH 

48 

80 

3731 

37 

40-X 

MOSS 

100 

75 

3731 

37 

50-X 

7TH 

125 

90 

3731 

40 

40-X 

MOSS 

25 

75 

3731 

40 

50-X 

7TH 

25 

90 

3732 

119 

40-X/85-B 

HOWARD 

50 

80 

3732 

119 

40-X 

TEHAMA 

75 

75 

3755 

56 

50-X 

FOLSOM 

107.5 

90 

3755 

56 

40-X 

ROGERS 

135 

182.5 

3756 

24 

50-X 

FOLSOM 

25 

90 

3756 

24 

40-X 

RINGOLD 

25 

75 

3756 

36 

50-X 

FOLSOM 

60 

90 

3756 

36 

40-X 

RINGOLD 

12.6 

75 

3756 

37 

50-X 

FOLSOM 

60 

90 

3756 

37 

40-X 

RINGOLD 

12.6 

75 

3756 

41 

50-X 

FOLSOM 

50 

90 

3756 

41 

40-X 

RINGOLD 

50 

75 

APPROVED  AS  TO  FORM: 


LOUISE  H.  RENNE,  CITY  ATTORNEY 
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File 


Ordinance 


(South  of  Market  12  Month  Zoning  Controls) 

AMENDING  PART  II,  CHAPTER  II  OF  THE  poLIC?e! ; C AMENDING 

PLANNING  CODE)  BY  AWPTI^nF^9I2GSAnnTNrRAINEH  SECTION  102.17,  RENUMBERING 
EXISTING  SECTIONS  102.5  AND  102.9  ADDING  A NEW  !^T^s^sect}0NS  ARE 

EXISTING  SECTIONS  102.17  THTOUGH  102.27.  ^cjaTING  THE  CROSS-REFERENCES; 
CROSS-REFERENCED  IN  °™ER  CODE  SECT  °N^3  3 803  4 803.5,  813,  814,  815,  816, 

ssi-sra: ‘SErKBs-araiS1 

?^.ssrs 

246  AND  249;  AND  AMENDING  Sf^IOHS ^24.  128.  134,  1 13°  180  181  182, 

IliillilSlf? 

CALLEO^THE^RESIDENTIAL  ENCLAVE  DISTRICT,  THE  S^TH  PARK  DISTRICT,  THE 

iiiiiliiiiii'i-' 

ssrjsi  sSeSss  ^"ssssssn^ss^ 

^tm°o!SoR°co™ 

ISi^K  use ' hithinBswth^of°markIt°districts^  e«mpNtGl?ve/work 
, t Tcr  thilD  CARE  FACILITIES  AND  CULTURAL  FACILITIES  FROM  FLOOR  AREA  LIMITS  IN 
SOllTHOF  MARKET  DISTRICTS  AND  PROVIDE  RELATED,  ADDITIONAL  ENFORCEMENT  ' 
PROVISIONS'  ESTABLISH  FREIGHT  LOADING  AND  OTHER  STANDARDS,  WITH  EXCEPTIONS, 
RV|ilG2fTiMESES?ERTAIHMEHT  USES;  ESTABLISH  FREIGHT  LOADING  REQUIRE!  S FOR 

mkk  gras-s-n. 

£E^isSU.I-SI!^Tio^l:0Ssr!iAL^^  UsS5^  Sr2^AK^ES;i-^-T^^EfST.BLI|H 

PROCEDURES  FOR  ADMINISTRATIVE  REVIEW  AND  MODIFICATION  OF  CERTAIN  P[^oREMENTS 
ZONING  ADMINISTRATOR;  ESTABLISH  PROCEDURES  FOR  CONSENT  CALENDAR 
APPROVAl  OR  DISAPPROVAL  BY  THE  CITY  PLANNING  COMMISSION  FOR  CONDITIONAL  USE 
APPLKATIONS  IN  SOUTH  OF  MARKET  DISTRICTS;  REQUIRE  TRANSPORTATION  PROGRAMS  FOR 
OFFICE  USES  IN  SOUTH  OF  MARKET  DISTRICTS;  ALLOW  PARTICIPATION  IN  A PARKING 
MANAGEMENT  PROGRAM  FOR  CERTAIN  SOUTH  OF  MARKET  USES  AS  A MEANS  OF  SATISFYING 
an  OFF  STREET  PARKING  REQUIREMENT'  MODIFY  CERTAIN  NONCONFORMING  USE  PROVISIONS 
WITH^ReIpECT^TO^SPECIFIED  USES  IN  SOUTH  OF  MARKET  DISTRICTS;  ALLOW  ADDITIONAL 
TEMPORARY  USES  IN  SOUTH  OF  MARKET 
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DISTRICTS;  REQUIRE  SCREENING  OF  ROOFTOP  PARKING  FACILITIES;  ESTABLISH 
OFF-STREET  PARKING  STANDARDS  FOR  BARS,  ARCHITECTS,  ENGINEERS  AND  OTHER  DESIGN 
PROFESSIONALS;  SPECIFY  THE  METHOD  OF  CALCULATING  PARKING  REQUIREMENTS  FOR 
MULTI-USE  BUILDINGS;  ALLOW  FOR  SEISMIC  SAFETY  UPGRADING  IN  NONCONFORMING  USE 
STRUCTURES  WITHOUT  REGARD  TO  COST;  SPECIFY  SOCIAL  SERVICES  AS  A USE  CATEGORY; 
EXEMPT  CERTAIN  INFORMATIONAL  SIGNS  AND  SOUTH  OF  MARKET  MURALS  FROM  SIGN 
CONTROLS;  REPEAL  EXPIRED  SOUTH  OF  MARKET  AND  MID-MARKET  SPECIAL  USE  DISTRICTS; 
ESTABLISH  REGULATIONS  FOR  SIGNS  IN  SOUTH  OF  MARKET  DISTRICTS;  REGULATE 
PREVIOUSLY  DESIGNATED  SIGNIFICANT  AND  CONTRIBUTORY  BUILDINGS  IN  ONE  SOUTH  OF 
MARKET  DISTRICT;  AND  TO  PROVIDE  FOR  REPEAL  OF  THE  ABOVE  AMENDMENTS,  EXCEPT  FOR 
CERTAIN  CORRECTIONS  IN  CROSS-REFERENCES,  TWELVE  MONTHS  AFTER  THEY  BECOME 
EFFECTIVE. 

NOTE;  Only  those  sections  being  added,  deleted,  or  modified  are  Included 
herein.  Additions  are  Indicated  by  underlining,  except  for  Sections 
813  through  820,  which  are  entirely  new  but  which  are  not  underlined. 
Deletions  are  noted  by  ((double  parentheses)). 

Be  It  ordained  by  the  People  of  the  City  and  County  of  San  Francisco: 

Section  1.  The  amendments  made  by  Section  2 below  are  consistent  with 
the  eight  priority  policies  of  Section  101.1  of  the  City  Planning  Code.  The 
findings  of  consistency  with  Section  101.1  of  the  City  Planning  Code  are 
described  below. 

Priority  Policy  1 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  existing  neighborhood-serving  retail  uses  be  preserved  and 
enhanced  and  future  opportunities  for  resident  employment  In  and 
ownership  of  such  businesses  (be)  enhanced." 

The  proposed  legislation  Is  not  expected  to  adversely  affect 
neighborhood-serving  retail  activities  as  such  activities  remain  principal 
permitted  uses,  and  In  some  cases  are  encouraged  to  locate  In  commercial 
districts  through  relaxation  In  parking  requirements  and  exemption  from  floor 
area  ratio  limitations. 


Priority  Policy  2 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  existing  housing  and  neighborhood  character  be  conserved  and 
protected  In  order  to  preserve  the  cultural  and  economic  diversity  of 
our  neighborhoods." 

The  proposed  legislation  addresses  this  policy  by  creating 
residential ly-zoned  districts  where  existing  housing  Is  clustered  along  side 
streets;  by  protecting  existing  housing  from  conversion  to  non-resldentlal  use 
or  demolition;  by  discouraging  high-intensity  commercial  or  residential 
development  In  areas  of  high  concentration  of  low  scale,  low-income  affordable 
housing  or  Industrial  activity;  by  limiting,  through  the  conditional  use 
process,  the  construction  of  new  dwelling  units  or  group  housing  In  areas  of 
heavy  Industrial  concentrations;  by  facilitating  the  legalization  of  artist 
live/work  units;  and  by  encouraging  the  development  of  neighborhood-serving 
retail,  cultural  and  social  service  activities. 
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Priority  Policy  3 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  the  City's  supply  of  affordable  housing  be  preserved  and 
enhanced." 

proposed  legislation  encourages  the  development  of  small  sea  . ° 

In-fill  housing  by  relaxing  density,  rear  yard,  open  space  and  parking 
requirements . 

(2)  The  legislation  would  facilitate  the  legalization  of  affordable  housing 

legislation, Palong  with  Building  Code  standards  for  live/work,  occupancies,  H 
expected  to  make  live/work  units  one  of  the  highest  and  best  uses  for  these 
upper  level  loft  spaces.  To  the  degree  that  the !eg1  slatlon  ®"™“™on  will 
conversion  of  additional  loft  spaces  to  live/work  use,  the 1 
enhance  the  supply  of  affordable  housing  for  these  households  with  specific 
and  unique  space  needs. 

(3)  jo  the  degree  that  new  live/work  units  are  created  as  a result  of  the 
proposed  legislation  and  the  existing  demand  for  such  units  by  persons  now 
res^dinq  Indwelling  units  In  the  City  Is  satisfied,  the  legislation  would 
likely  result  In  an  Increase  In  the  available  supply  of  dwell  ng  units  for 
households  who  do  not  share  the  particular  space  needs  of  artists  and  other 
similar  tenants.  An  Increase  In  the  available  supply  of  existing 
(traditional)  housing  has  the  effect  of  stabilizing  rental  rates  for  housing 
throughout  the  City. 

(4)  The  legislation  allows  housing  priced  affordable  to  low-income 
households  In  the  SLI  District.  Dwelling  units  would  be  permitted  as  a 
conditional  use  and  would  be  permitted  only  If  the  units  were  priced 
affordable  to  households  whose  Incomes  are  no  greater  than  80X  of  the  median 
Income  for  households  in  San  Francisco. 

Priority  Policy  4 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  commuter  traffic  not  Impede  Muni  transit  service  or  overburden 
our  streets  or  neighborhood  parking." 


The  proposed  legislation  will  minimize  commuter  traffic  by  limiting 
higher  Intensity  commercial  activity,  such  as  office  and  hotel  uses; 
encourages  the  expansion  of  transit  use;  encourages  non-peak  hour  Industrial, 
cultural  and  nighttime  entertainment  activities;  and  encourages  the  reduction 
of  commuter  traffic  by  combining  live  and  work  activities  within  the  same 
space 
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Priority  Policy  5 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  a diverse  economic  base  be  maintained  by  protecting  our 
Industrial  and  service  sectors  from  displacement  due  to  commercial 
office  development,  and  that  future  opportunities  for  resident 
employment  and  ownership  In  these  sectors  be  enhanced." 

The  proposed  legislation  specifically  addresses  this  policy  by 
prohibiting  new  office  use  throughout  most  of  the  South  of  Market.  New  office 
development  would  be  limited  to  a small  area  along  the  Second  and  Townsend 
Street  corridor  that  already  contains  a significant  amount  of  office  or  retail 
use.  Any  Individual  projects  which  propose  a change  of  use  will  be  subject  to 
review  under  Section  101.1  of  the  Planning  Code  when  they  seek  building 
permits.  Light  Industrial,  service,  general  commercial  and  arts  activities 
are  pernfltted  as  principal  permitted  uses  throughout  the  SOM  except  within  the 
predominantly  residential  enclaves  along  a number  of  side  streets.  Small 
scale  Industrial,  service,  retail  and  cultural  spaces  are  protected  by 
reduction  In  Floor  Area  Ratio  limits  and  height  limits.  These  small  spaces 
are  Ideal  for  small,  start-up  businesses  that  tend  to  hire  local  residents  or 
are  occupied  by  local  entreprenuers . 


Priority  Policy  6 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  the  City  achieve  the  greatest  possible  preparedness  to  protect 
against  Injury  and  loss  of  life  In  an  earthquake." 

The  San  Francisco  Building  Code  establishes  life  safety  standards  for 
Industrial,  service,  residential,  commercial,  public  assembly  and  live/work 
quarters  occupancy  permits.  As  buildings  change  occupancy,  the  change  of  use 
generally  triggers  the  Building  Code's  seismic  upgrading  requirements.  Over 
time,  most  existing  South  of  Market  buildings  are  expected  to  be  brought  up  to 
current  seismic  safety  standards  through  changes  of  use.  The  proposed 
legislation  would  allow  additional  structures  occupied  by  nonconforming  uses 
to  be  brought  up  to  current  seismic  safety  standards  without  losing 
nonconforming  use  status.  The  proposed  legislation  allows  relief  from  use 
and/or  parking  restrictions  for  most  architecturally  significant  brick 
(unreinforced  masonry)  buildings  which  would  encourage  their  retention  and 
upgrading  to  current  seismic  safety  standards.  Other  than  these  measures,  the 
legislation  does  not  directly  address  the  Issue  of  earthquake  preparedness  and 
defers  this  Issue  to  the  Building  Code. 


Priority  Policy  7 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  landmarks  and  historic  buildings  be  preserved". 

The  proposed  legislation  provides  relief  from  parking  requirements  and, 
with  conditional  use  authorization,  could  allow  a wide  range  of  uses  for 
designated  landmark  buildings,  significant  buildings,  and  contributory 
buildings  within  a designated  historic  district.  These  measures  are  expected 
to  facilitate  the  preservation  and  rehabilitation  of  these  buildings, 
including  their  seismic  safety  upgrading. 
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Priority  Policy  8 of  Section  101.1  of  the  City  Planning  Code  states: 
"That  our  parks  and  open  space  and  their  access  to  sunlight  and  vistas 
be  protected  from  development." 

The  proposed  legislation  protects  existing  public  open  space  and  park 
resources  and  vistas  and  sunlight  access  to  these  resources.  In  addition,  it 
requires  publ Icly-accesslble  open  space  development  for  all  new  commercial  and 
Industrial  development.  It  requires  usable  open  space  for  all  residential  and 
live/work  construction.  It  protects  sunlight  access  to  the  open  space  within 
the  publicly-subsidized  senior  housing  developments  within  the  RSD  District. 

It  protects  view  corridors  which  represent  open  space  for  SOM  residents  and 
workers  and  protects  views  of  the  cityscape  and  beyond  from  the  elevated 
freeway. 


Section  2.  Part- II,  Chapter  II  of  the  San  Francisco  Municipal  Code 
(City  Planning  Code)  Is  hereby  amended  by  amending  existing  Sections  102.5  and 
102.9;  adding  a new  Section  102.17,  renumbering  existing  Sections  102.17 
through  102.27,  and,  where  those  sections  are  cross-referenced  in  other  Code 
sections,  restating  the  cross-references;  adding  Sections  135.3,  205.3, 

263.11,  803.3,  803.4,  803.5,  813,  814,  815,  816,  817,  818,  819,  820,  890.7, 
890.9,  890.11,  890.12,  890.19,  890.23,  890.25,  890.38,  890.55,  890.69, 

890.111,  890.131,  890.132  and  899.1;  renumbering  existing  Sections  152.5, 

890.12,  890.19,  890.20  and  890.26;  deleting  Sections  246  and  249;  and  amending 
Sections  124,  128,  134,  135,  136,  140,  141,  143,  147,  151,  152,  152.5,  153, 
154,  155,  156,  161,  163,  172,  178,  180,  181,  182,  185,  186,  201,  202,  204.4, 
205,  206,  207,  207.1,  207.5,  208,  209.3,  210,  217,  221,  233,  234.2,  260,  270, 
301,  303,  306.2,  307,  316,  316.2,  603,  606,  607.2,  608.1,  790,  790.56,  801, 
802.1,  802.2,  803,  803.1,  803.2,  809,  810,  811,  812,  890,  890.8,  890.10, 
890.37,  890.54,  890.56,  890.106,  890.108,  890.110,  890.112,  890.114,  890.116, 
890.124  and  899  as  follows: 


[Sections  101  through  102.4  are  unchanged.] 


SEC.  102.5.  DISTRICT.  A portion  of  the  territory  of  the  City,  as 
shown  on  the  Zoning  Map,  within  which  certain  regulations  and  requirements  or 
various  combinations  thereof  apply  under  the  provisions  of  this  Code.  The 
term  "district"  shall  include  any  use,  special  use,  height  and  bulk,  or 
special  sign  district.  The  term  "R  District"  shall  mean  any  RH-l(D),  RH-1 , 
RH-l(S),  RH-2 , RH-3,  RM-1,  RM-2,  RM-3,  RM-4,  RC-1 , RC-2,  RC-3,  ((or))RC-4.  or 
RED  District.  The  term  "C  District"  shall  mean  any  C-l,  C-2,  C-3,  or  C-M 
District.  The  term  "M  District"  shall  mean  any  M-l  or  M-2  District.  The  term 
"RH  District"  shall  mean  any  RH-KD),  RH-1,  RH-l(S),  RH-2,  or  RH-3  District. 
The  term  "RM  District"  shall  mean  any  RM-1,  RM-2,  RM-3,  or  RM-4  District.  The 
term  "RC  District"  shall  mean  any  RC-1,  RC-2,  RC-3,  or  RC-4  District.  The 
term  "C-3  District"  shall  mean  any  C-3-0,  C-3-R,  C-3-G,  or  C-3-S  District, 
for  the  purposes. of.  Section  128  and  Article  11  of  this  Code.  the  tprm  "C-3 
District"  shall  alsoJLnplude  the  Extended  Preservation  District  designated  on 
Sectional  Map  3SU  of  the  Zoning  Map.  The  term  "NC  District"  shall  mean  any 
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NC-1 , NC-2 , NC-3 , NC-S,  and  any  Neighborhood  Commercial  District  Identified  by 
street  or  area  name  In  Section  702.1.  The  term  "Mixed  Use  District"  shall 
mean  any  Chinatown  CB,  Chinatown  VR,  Chinatown  R/NC,  or  South  of  Market  RSD. 
SPD,  SLR.  SLI  or  SSO  District  named  In  Section  802.1.  The  term  "South  of 
Markgl-D-iitrlcts"  shall  refer  to  all  RED.  RSD.  SPD.  SLR.  SU  or  SSQ  Districts 


contained  entirely  within  the  area  designated  as  the  South  of  Market  Base 
District  shown  on  Sectional  Map  3SU  of  the  Zoning  Map. 


[Sections  102.6  through  102.8  are  unchanged.] 


SEC.  102.9.  FLOOR  AREA,  GROSS.  In  districts  other  than  C-3,  the  sum 
of  the  ^ross  areas  of  the  several  floors  of  a building  or  buildings,  measured 
from  the  exterior  faces  of  exterior  walls  or  from  the  centerlines  of  walls 
separating  two  buildings.  Where  columns  are  outside  and  separated  from  an 
exterior  wall  (curtain  wall)  which  encloses  the  building  space  or  are 
otherwise  so  arranged  that  the  curtain  wall  Is  clearly  separate  from  the 
structural  members,  the  exterior  face  of  the  curtain  wall  shall  be  the  line  of 
measurement,  and  the  area  of  the  columns  themselves  at  each  floor  shall  also 
be  counted. 

In  C-3  Districts,  the  sum  of  the  gross  areas  of  the  several  floors  of  a 
building  or  buildings,  measured  along  the  glass  line  at  windows  at  a height  of 
four  feet  above  the  finished  floor  and  along  a projected  straight  line 
parallel  to  the  overall  building  wall  plane  connecting  the  ends  of  Individual 
windows;  provided,  however,  that  such  line  shall  not  be  Inward  of  the  Interior 
face  of  the  wal 1 . 

(a)  Except  as  specifically  excluded  in  this  definition,  "gross  floor 
area"  shall  Include,  although  not  be  limited  to,  the  following: 

(1)  Basement  and  cellar  space,  Including  tenants'  storage  areas  and 
all  other  space  except  that  used  only  for  storage  or  services  necessary  to  the 
operation  or  maintenance  of  the  building  itself; 

(2)  Elevator  shafts,  stairwells,  exit  enclosures  and  smokeproof 
enclosures,  at  each  floor; 

(3)  Floor  space  In  penthouses  except  as  specifically  excluded  In'thls 
* definition; 

(4)  Attic  space  (whether  or  not  a floor  has  been  laid)  capable  of 
being  made  Into  habitable  space; 

(5)  Floor  space  In  balconies  or  mezzanines  In  the  Interior  of  the 
building; 

(6)  Floor  space  In  open  or  roofed  porches,  arcades  or  exterior 
balconies,  If  such  porch,  arcade  or  balcony  is  located  above  the  ground  floor 
or  first  floor  of  occupancy  above  basement  or  garage  and  Is  used  as  the 
primary  access  to  the  Interior  space  It  serves; 

(7)  Floor  space  In  accessory  buildings,  except  for  floor  spaces  used 
for  accessory  off-street  parking  or  loading  spaces  as  described  In  Section 
204.5  of  this  Code,  and  driveways  and  maneuvering  areas  Incidental  thereto;  and 

(8)  Any  other  floor  space  not  specifically  excluded  In  this  definition. 

(b)  "Gross  floor  area"  shall  not  Include  the  following: 

(1)  Basement  and  cellar  space  used  only  for  storage  or  services 
necessary  to  the  operation  or  maintenance  of  the  building  Itself; 

(2)  Attic  space  not  capable  of  being  made  Into  habitable  space; 
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(3)  Elevator  or  stair  penthouses,  accessory  water  tanks  or  cooling 
towers,  and  other  mechanical  equipment,  appurtenances  and  areas  necessary 
to  the  operation  or  maintenance  of  the  building  Itself,  If  located  at  the  top 
of  the  building  or  separated  therefrom  only  by  other  space  not  Included  In  the 
gross  floor  area; 

(4)  Mechanical  equipment,  appurtenances  and  areas,  necessary  to  the 
operation  or  maintenance  of  the  building  Itself  (1)  If  located  at  an 
Intermediate  story  of  the  building  and  forming  a complete  floor  level;  or  (11) 
In  C-3  Districts,  If  located  on  a number  of  Intermediate  stories  occupying 
less  than  a full  floor  level,  provided  that  the  mechanical  equipment, 
appurtenances  and  areas  are  permanently  separated  from  occupied  floor  areas 
and  In  aggregate  area  do  not  exceed  the  area  of  an  average  floor  as  determined 
by  the  Zoning  Administrator; 

(5) *  Outside  stairs  to  the  first  floor  of  occupancy  at  the  face  of  the 
building  which  the  stairs  serve,  or  fire  escapes; 

(6)  Floor  space  used  for  accessory  off-street  parking  and  loading  spaces 
as  described  In  Section  204.5  of  this  Code  and  driveways  and  maneuvering  areas 
Incidental  thereto; 

(7)  Arcades,  plazas,  walkways,  porches,  breezeways,  porticos  and  similar 
features  (whether  roofed  or  not),  at  or  near  street  level,  accessible  to  the 
general  public  and  not  substantially  enclosed  by  exterior  walls;  and 
accessways  to  public  transit  lines,  If  open  for  use  by  the  general  public;  all 
exclusive  of  areas  devoted  to  sales,  service,  display,  and  other  activities 
other  than  movement  of  persons; 

(8)  Balconies,  porches,  roof  decks,  terraces,  courts  and  similar 
features,  except  those  used  for  primary  access  as  described  In  Paragraph 
(a)(6)  above,  provided  that: 

(A)  If  more  than  70  percent  of  the  perimeter  of  such  an  area  Is  enclosed, 
either  by  building  walls  (exclusive  of  a railing  or  parapet  not  more  than 
three  feet  eight  Inches  high)  or  by  such  walls  and  Interior  lot  lines,  and  the 
clear  space  Is  less  than  15  feet  In  either  dimension,  the  area  shall  not  be 
excluded  from  gross  floor  area  unless  It  Is  fully  open  to  the  sky  (except  for 
roof  eaves,  cornices  or  belt  courses  which  project  not  more  than  two  feet  from 
the  face  of  the  building  wall). 

(B)  If  more  than  70  percent  of  the  perimeter  of  such  an  area  Is  enclosed, 
either  by  building  walls  (exclusive  of  a railing  or  parapet  not  more  than 
three  feet  eight  Inches  high),  or  by  such  walls  and  Interior  lot  lines,  and 
the  clear  space  Is  15  feet  or  more  In  both  dimensions,  (1)  the  area  shall  be 
excluded  from  gross  floor  area  If  It  Is  fully  open  to  the  sky  (except  for  roof 
eaves,  cornices  or  belt  courses  which  project  no  more  than  two  feet  from  the 
face  of  the  building  wall),  and  (2)  the  area  may  have  roofed  areas  along  Its 
perimeter  which  are  also  excluded  from  gross  floor  area  If  the  minimum  clear 
open  space  between  any  such  roof  and  the  opposite  wall  or  roof  (whichever  Is 
closer)  Is  maintained  at  15  feet  (with  the  above  exceptions)  and  the  roofed 
area  does  not  exceed  10  feet  In  depth;  (3)  In  addition,  when  the  clear  open 
area  exceeds  625  square  feet,  a canopy,  gazebo,  or  similar  roofed  structure 
without  walls  may  cover  up  to  10  percent  of  such  open  space  without  being 
counted  as  gross  floor  area. 

(C)  If,  however,  70  percent  or  less  of  the  perimeter  of  such  an  area  Is 
enclosed  by  building  walls  (exclusive  of  a railing  or  parapet  not  more  than 
three  feet  eight  Inches  high)  or  by  such  walls  and  Interior  lot  lines,  and  the 
open  side  or  sides  face  on  a yard,  street  or  court  whose  dimensions  satisfy 
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the  requirements  of  this  Code  and  all  other  applicable  codes  for  Instances  in 
which  required  windows  face  upon  such  a yard,  street  or  court,  the  area  may  be 
roofed  to  the  extent  permitted  by  such  codes  In  Instances  in  which  required 
windows  are  Involved; 

(9)  On  lower,  nonresi denti al  floors,  elevator  shafts  and  other  life 
support  systems  serving  exclusively  the  residential  uses  on  the  upper  floors 
of  a bul Idlng; 

(10)  One-third  of  that  portion  of  a window  bay  conforming  to  the 
requirements  of  Section  136(d)(2)  which  extends  beyond  the  plane  formed  by  the 
face  of  the  facade  on  either  side  of  the  bay  but  not  to  exceed  seven  square 
feet  per  bay  window  as  measured  at  each  floor; 

(11)  Ground  floor  area  In  the  C-3-0,  C-3-0(SD),  C-3-S,  and  C-3-G 
Districts  devoted  to  building  or  pedestrian  circulation  and  building  service; 

(12)  In  the  C-3-0,  C-3-0(SD),  C-3-S  and  C-3-G  Districts,  space  devoted  to 
personal  services,  restaurants,  and  retail  sales  of  goods  Intended  to  meet  the 
convenience  shopping  and  service  needs  of  downtown  workers  and  residents,  not 
to  exceed  5,000  occupied  square  feet  per  use  and,  In  total,  not  to  exceed  75 
percent  of  the  area  of  the  ground  floor  of  the  building  plus  the  ground  level, 
on-site  open  space.  Said  uses  shall  be  located  on  the  ground  floor,  except 
that,  in  order  to  facilitate  the  creation  of  more  spacious  ground  floor 
interior  spaces,  a portion  of  the  said  uses,  In  an  amount  to  be  determined 
pursuant  to  the  provisions  of  Section  309,  may  be  located  on  a mezzanine  level; 

(13)  An  Interior  space  provided  as  an  open  space  feature  In  accordance 
with  the  requirements  of  Section  138; 

(14)  Floor  area  In  C-3.  RED.  RSD.  SPD.  SLR.  SLI.  and  SSO  Districts 
devoted  to  child  care  facilities  provided  that: 

(A)  Allowable  Indoor  space  is  no  more  or  no  less  than  3,000  square  feet 
and  no  more  than  6,000  square  feet,  and 

(B)  The  facilities  are  made  available  rent  free,  and 

(C)  Adequate  outdoor  space  Is  provided  adjacent,  or  easily  accessible,  to 
the  facility.  Spaces  such  as  atriums,  rooftops  or  public  parks  may  be  used  If 
they  meet  licensing  requirements  for  child  care  facilities,  and 

(D)  The  space  Is  used  for  child  care  for  the  life  of  the  building  as  long 
as  there  Is  a demonstrated  need.  No  change  In  use  shall  occur  without  a 
finding  by  the  City  Planning  Commission  that  there  Is  a lack  of  need  for  child 
care  and  that  the  space  will  be  used  for  a facility  described  In  Subsection  15 
below  dealing  with  cultural,  educational,  recreational,  religious,  or  social 
service  facilities ; 

(15)  Floor  area  In  C-3.  RSD.  SPD.  SLR.  SLI  and  SSO  Districts  permanently 
devoted  to  cultural,  educational,  recreational,  religious  or  social  service 
facilities  available  to  the  general  public  at  no  cost  or  at  a fee  covering 
actual  operating  expenses,  provided  that  such  facilities  are: 

(A)  Owned  and  operated  by  a nonprofit  corporation  or  Institution,  or 

(B)  Are  made  available  rent  free  for  occupancy  only  by  nonprofit 
corporations  or  Institutions  for  such  functions;  and  that 

Building  area  subject  to  this  Subsection  shall  be  counted  as  occupied 

floor  area,  except  as  provided  In  Subsections  102.10(a)  through  (f)  of  this 
Code,  for  the  purpose  of  calculating  the  off-street  parking  and  freight 
loading  requirements  for  the  project; 

(16)  In  C-3  Districts,  floor  space  used  for  short-term  parking  and  aisles 
Incidental  thereto  when  required  pursuant  to  Section  309  In  order  to  replace 
short-term  parking  spaces  displaced  by  the  building  or  bul 1 d 1 ngs ( ( . ))i 
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(17)  Floor  space  In  mezzanine  areas  within  live/work  units  where  the 
mezzanine  satisfies  all  applicable  requirements  of  the  San  Francisco  Building 

Code ; 

(18)  Floor  space  suitable  primarily  for  and  devoted  exclusively  to 
exhibitions  or  performances  by  llve/work  tenants  within  the  structure  or  lot, 
provided  that  such  facilities  are  made  available  rent  free  to  live/work 
tenants  within  the  property  for  the  life  of  the  structure< ( . ) ) and 

(19)  In  South  of  Market  RSD.  SPD.  SLR.  SLI  and  SSO  Districts,  llve/work 
yn  1 ts  and  anv  occupied  floor  area  devoted  to  open  space,  parking,. mechanical 
appurtenances  or  equipment  or  other  floor  area  accessory  to  llve/work  use 
provided  that; 

(A)  Non-resldentlal  use  within  each  llve/work  unit  shall  be  limited  .to _ 
u ses  otherwise  permitted  within  the  district  or  otherwise  conditional  within 

1 B)  The  density,  enforcement,  open  space,  parking  and  freight,  loading  and 
q t h er  standards  specified  In  Sections  124(1),  135.1  . 151  and  152.5. 
respectively,  shall  be  satisfied,  along  with  all  other  applicable  provisions 
of  this  Code;  and 

(C)  Building  area  subject  to  this  Subsection  shall  be  counted  as  .PCCUPAfiri- 
f l oor  area,  except  as  provided  In  Subsections  102.10(a)  through  (f)  of  this 
Code,  for  the  purpose  of  calculating  the  off-street  parking  and  freight 
loading  requirement  for  the  project-.- 


[Sections  102.10  through  102.16  are  unchanged.] 


102.17, -HlGHTTiHE  entertainment  USES,  Nighttime  .entertainment  uses 
lb  a 11  include  dance  halls.  discotheques,  cabarets,  nightclubs,  private  clubs. 
and  other  similar  evening-oriented  entertainment  activities  which. .require... 
dance,  hal Lkeeper  Pq1  i permits,  place  of  .entertainment  police,  permits. which, 
are  not  limited  to  non-amol If  led  live  entertainment,  or  cabaret  police 
permits.  Including  restaurants  and  bars  which  present  such  activities,  but 
s h a 11  not  Include  anv  arts  activities  or  space  as  defined  In  Section  102.2  of 
t h 1-S-Code.,  any  theater  performance  space  which  does  not  serve  alcoholic 
beverages  during  performances,  or  anv  temporary  uses  permitted  pursuant  to 
Sections  205  through  205.3  of  this  Code. 

SEC.  102. ((17))18.  ONE  OWNERSHIP.  Ownership  of  a parcel  or  contiguous 
parcels  of  property  or  possession  thereof  under  a contract  to  purchase  by  a 
person  or  persons,  firm,  corporation  or  partnership.  Individually,  Jointly,  In 
common , or  In  any  other  manner  whereby  such  property  is  under  single  or 
unified  control.  The  term  shall  Include  condominium  ownership.  The  term 
"owner"  shall  mean  the  person,  firm,  corporation  or  partnership  exercising  one 
ownership  as  herein  defined. 

SEC.  102.((18))12-  OPEN  SPACE,  REQUIRED.  Any  front  setbacks,  side  or 
rear  yards,  courts,  usable  open  space  or  other  open  area  provided  In  order  to 
meet  the  requirements  of  this  Code. 

SEC.  102 . (( 19))2Q.  OPEN  USE.  Any  use  of  a lot  that  Is  not  conducted 
within  a bul 1 d 1 ng . 
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SEC.  102. ((20) )H.  PLAN  DIMENSIONS.  The  linear  horizontal  dimensions 
of  a building  or  structure,  at  a given  level,  between  the  outside  surfaces  of 
Its  exterior  walls.  The  "length"  of  a building  or  structure  Is  the  greatest 
plan  dimension  parallel  to  an  exterior  wall  or  walls,  and  Is  equivalent  to  the 
horizontal  dimension  of  the  corresponding  elevation  of  the  building  or 
structure  at  that  level.  The  "diagonal  dimension"  of  a building  or  structure 
is  the  plan  dimension  between  the  two  most  separated  points  on  the  exterior 
walls. 


SEC.  102.((21>)£2.  PRINCIPAL  FACADES.  Exterior  walls  of  a building 
which  are  adjacent  to  or  front  on  a public  street,  park  or  plaza. 

SEC.  102.((22>)£3.  STORY.  That  portion  of  a building,  except  a 
mezzanine  as  defined  In  the  Building  Code,  Included  between  the  surface  of  any 
floor  and  the  surface  of  the  next  floor  above  It,  or  If  there  Is  no  floor 
above  It,  then  the  space  between  the  surface  of  the  floor  and  the  celling  next 
above  It. 

SEC.  102 . ((23))24.  STORY,  GROUND.  The  lowest  story  of  a building, 
other  than  a basement  or  cellar  as  defined  In  the  Building  Code. 

SEC.  102.((24))25.  STREET.  A right-of-way,  30  feet  or  more  In  width, 
permanently  dedicated  to  common  and  general  use  by  the  public,  Including  any 
avenue,  drive,  boulevard,  or  similar  way,  but  not  Including  any  freeway  or 
highway  without  a general  right  of  access  for  abutting  properties. 

SEC.  102.((25))2j>.  STRUCTURE.  Anything  constructed  or  erected  which 
requires  fixed  location  on  the  ground  or  attachment  to  something  having  fixed 
location  on  the  ground. 

SEC.  102.((26))27.  STRUCTURAL  ALTERATIONS.  Any  change  In  the 
supporting  members  of  a building,  such  as  bearing  walls,  columns,  beams  or 
girders. 

SEC.  102.((27>)28.  USE.  The  purpose  for  which  land  or  a structure,  or 
both,  are  designed,  constructed,  arranged  or  Intended,  or  for  which  they  are 
occupied  or  maintained,  let  or  leased. 


[Sections  105  through  123  are  unchanged.] 
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SEC  124.  BASIC  FLOOR  AREA  RATIO.  <a>heE£”^  f lo^Irefratlo 
subsections  (b>  ^"/^^'tlble  shall  apply  to  each  building  or 

development  l^th^dl strict s Indicated. 


r 1 OA 


BASIC  FLOOR  AREA  RATIO  LIMITS 


District 


RH-1 , 


RC-2 


RH-KD) 

RM-3 
RM-4 
RC-1 
RC-3 
RC-4 
RID 

RSD.  SPD 
NC-1  . 

NC-S, 

Inner  Clement, 
Outer  Clement, 


RH-l(S),  RH-2.  RH-3,  RM-1,  RM-2 


Haight, 

North  Beach, 

Sacramento, 

24th  Street-Noe  Valley, 
West  Portal 


Basic  Floor  Area 
Ratio  Limit 

1.8  to  1 
3.6  to  1 

4.8  to  1 

1 .8  to  1 
3.6  to  1 

4.8  to  1 
l_JLi£_L 
l.R  to  1 

0.75  to  1 
1 .0  to  1 


1.8  to  1 


riL”  c.  i _ , % 

Broadway,  2.5  to  1 

Upper  Fillmore, 

Polk, 

Valencia, 

24th  Street-Mission 


Castro, 

3.0  to 

Hayes-Gough, 
Upper  Market, 

Union 

3.6  to 

NC-3 

1 .0  to 

Chinatown  R/NC 

2.0  to 

Chinatown  V R 
Chinatown  CB 

2.8  to 

I 
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TABLE  124  (con't) 

BASIC  FLOOR  AREA  RATIO  LIMITS 


District 


Basic  Floor  Area 
Ratio  Limit 


C-l,  C-2 

C-2-C 

C-3-C 

C-3-0 

C-3-R 

C-3-G 

C-3-S 

C-3-0  (SD) 

C-M 

M-l , M-2 
SLR , SLI 


3.6  to  1 
4.8  to  1 

6.0  to  1 

9.0  to  1 

6.0  to  1 

6.0  to  1 

5.0  to  1 

6.0  to  1 

9.0  to  1 

5.0  to  1 
2.5  to  1 
3-0 ..tQ  I 

4.0  tflJ 


SSO  and  In  a 40  or  50  foot  height  district 
SSO  and  In  a 65.  80  or  130  foot  height  district 

(b)  In  R,  NC,  and  Mixed  Use  Districts,  the  above  floor  area  ratio  limits 
shall  not  apply  to  dwellings  or  to  other  residential  uses.  In  NC  Districts, 
the  above  floor  area  ratio  limits  shall  also  not  apply  to  non-accessory 
off-street  parking.  In  Chinatown  Mixed  Use  Districts,  the  above  floor  area 
ratio  limits  shall  not  apply  to  Institutions,  and  mezzanine  commercial  space 
shall  not  be  calculated  as  part  of  the  floor  area  ratio. 

(c)  In  a C-2  District  the  basic  floor  area  ratio  limit  shall  be  4.8  to  1 

for  a lot  which  Is  nearer  to  an  RM-4  or  RC-4  District  than  to  any  other  R 

district,  and  10.0  to  1 for  a lot  which  Is  nearer  to  a C-3  district  than  to 
any  R district.  The  distance  to  the  nearest  R District  or  C-3  District  shall 

be  measured  from  the  midpoint  of  the  front  line,  or  from  a point  directly 

across  the  street  therefrom,  whichever  gives  the  greatest  ratio. 

(d)  In  the  Automotive  Special  Use  District,  as  described  In  Section  237 
of  this  Code,  the  basic  floor  area  ratio  limit  shall  be  10.0  to  1. 

(e)  In  the  Northern  Waterfront  Special  Use  Districts,  as  described  In 
Sections  240  through  240.3  of  this  Code,  the  basic  floor  area  ratio  limit  In 
any  C District  shall  be  5.0  to  1. 

(f)  For  buildings  In  C-3-G  and  C-S-S  Districts  other  than  those 
designated  as  Significant  or  Contributory  pursuant  to  Article  11  of  this  Code, 
additional  square  footage  above  that  permitted  by  the  base  floor  area  ratio 
limits  set  forth  above  may  be  approved  for  construction  of  dwellings  on  the 
site  of  the  building  affordable  for  20  years  to  households  whose  Incomes  are 
within  150  percent  of  the  median  Income  as  defined  herein,  In  accordance  with 
the  conditional  use  procedures  and  criteria  as  provided  In  Section  303  of  this 
Code. 

(1)  Any  dwelling  approved  for  construction  under  this  provision  shall  be 
deemed  a "designated  unit"  as  defined  below.  Prior  to  the  Issuance  by  the 
Superintendent  of  the  Bureau  of  Building  Inspection  ("Superintendent")  of  a 
site  or  building  permit  to  construct  any  designated  unit  subject  to  this 
Section,  the  permit  applicant  shall  notify  the  Director  of  Planning  and  the 
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Director  of  Property  In  writing  whether  the  unit  will  be  an  owned  or  rental 
unit  as  defined  In  Section  313(a)  of  this  Code. 

(2)  within  60  days  after  the  Issuance  by  the  Superintendent  of  a site  or 
building  permit  for  construction  of  any  unit  Intended  to  be  an  owned  unit,  the 
Director  of  Planning  shall  notify  the  City  Engineer  In  writing  Identifying  the 
Intended  owned  unit,  and  the  Director  of  Property  shall  appraise  the  fair 
market  value  of  such  unit  as  of  the  date  of  the  appraisal,  applying  accepted 
valuation  methods,  and  deliver  a written  appraisal  of  the  unit  to  the  Director 
of  Planning  and  the  permit  applicant.  The  permit  applicant  shall  supply  all 
Information  to  the  Director  of  Property  necessary  to  appraise  the  unit, 
including  all  plans  and  specifications. 

(3)  Each  designated  unit  shall  be  subject  to  the  provisions  of  Section 
313(1)  of  this  Code.  For  purposes  of  this  Subsection  and  the  application  of 
Sectional 3(  1 ) of  this  Code  to  designated  units  constructed  pursuant  to  this 
Subsection,  the  definitions  set  forth  In  Section  313(a)  shall  apply,  with  the 
exception  of  the  following  definitions,  which  shall  supersede  the  definitions 
of  the  terms  set  forth  In  Section  313(a): 

(A)  "Base  price"  shall  mean  3.25  times  the  median  Income  for  a family  of  four 

(4)  persons  for  the  County  of  San  Francisco  as  set  forth  In  California 
Administrative  Code  Section  6932  on  the  date  on  which  a housing  unit  Is  sold. 

(B)  "Base  rent"  shall  mean  .45  times  the  median  Income  for  the  County  of 
San  Francisco  as  set  forth  In  California  Administrative  Code  Section  6932  for 
a family  of  a size  equivalent  to  the  number  of  persons  residing  In  a household 
renting  a designated  unit. 

(C)  "Designated  unit"  shall  mean  a housing  unit  Identified  and  reported 
to  the  Director  by  the  sponsor  of  an  office  development  project  subject  to 
this  Subsection  as  a unit  that  shall  be  affordable  to  households  of  low  or 
moderate  Income  for  20  years. 

(D)  "Household  of  low  or  moderate  Income"  shall  mean  a household  composed 
of  one  or  more  persons  with  a combined  annual  net  Income  for  all  adult  members 
which  does  not  exceed  150  percent  of  the  qualifying  limit  for  a median  Income 
family  of  a size  equivalent  to  the  number  of  persons  residing  In  such 
household,  as  set  forth  for  the  County  of  San  Francisco  In  California 
Administrative  Code  Section  6932. 

(E)  "Sponsor"  shall  mean  an  applicant  seeking  approval  for  construction 
of  a project  subject  to  this  Subsection  and  such  applicants'  successors  and 

assigns . 

(((g)  In  the  Mid-South  of  Market  Special  Use  District,  as  described  in 
Section  249.1  of  this  Code,  the  basic  floor  area  ratio  limit  for  office  uses 
shall  be  2.0  to  1.)) 

(((h)) )jLal  The  allowable  gross  floor  area  on  a lot  which  is  the  site  of 
an  unlawfully  demolished  building  that  Is  governed  by  the  provisions  of 
Article  11  shall  be  the  gross  floor  area  of  the  demolished  building  for  the 
period  of  time  set  forth  In,  and  In  accordance  with  the  provisions  of.  Section 
1114  of  this  Code,  but  not  to  exceed  the  basic  floor  area  permitted  by  this 
Section. 

(((1)))iil2  In  calculating  the  permitted  floor  area  of  a new  structure  In 
a C-3  District,  the  lot  on  which  an  existing  structure  Is  located  may  not  be 
Included  unless  the  existing  structure  and  the  new  structure  are  made  part  of 
a single  development  complex,  the  existing  structure  Is  or  Is  made 
architecturally  compatible  with  the  new  structure,  and,  If  the  existing 
structure  Is  In  a Conservation  District,  the  existing  structure  meets  or  Is 
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made  to  meet  the  standards  of  Section  1109(c),  and  the  existing  structure 
meets  or  Is  reinforced  to  meet  the  standards  for  seismic  loads  and  forces  of 
the  1975  Building  Code.  Determinations  under  this  Paragraph  shall  be  made  In 
accordance  with  the  provisions  of  Section  309. 

((<j>)>U_)  In  calculating  allowable  gross  floor  area  on  a preservation 
lot  from  which  any  TDRs  have  been  transferred  pursuant  to  Section  128,  the 
amount  allowed  herein  shall  be  decreased  by  the  amount  of  gross  floor  area 
transferred. 

ill  -Hi thin  any  RSP,  SPP,  SIR..SLI  or  SSQ  District,  Hve/worK  units. 
constricted  above  the  Floor  Area  Ratio  limit  pursuant  to  Section  102. 9(b) (19) 
of  thiS-Code  shall  be  sublect  to  the  following  conditions  and  standards. 

ill Considering  all  dwelling  units  and  all  live/work  units  on  the  lot. 

ex1,stt.n_g..and  to  be  constructed,  there  shall  be  no  more  than  one  1 Ive /work, uni t 
and/or  dwelling  unit  per  200  sguare  feet  of  lot  area,  except  that,  for 
Drole-tli-l-D.. the  RSP  District  which  will  exceed  40  feet  In  height,  and.  _are_ 
otherwise  required  to  obtain  conditional  use  approval,  the  allowable  density 
for,  dwelling  units  and  live/work  units,  combined,  shall  be  established  as  part 
of.  the,  conditional. use  determination:  and 

ill The  protect  sponsor  shall  provide  assurances  satisfactory  to  the_ 

Zoning  Administrator  that  the  sublect  unlt(s)  shall  remain  In  live/work  use 
for. not  less  than  Z0  years.  These  assurances  shall  include,  but  need  not  be 
limited  to; 

ihl Specific  designation  on  the,  .building  permit  or  ..approved  plans  for  the 

structure  of  each  area  committed  to  live/work  space  subject  to  this  provision; 
(B)  Before  approval  of  any  demolition,  site  or  building  permit  for  the 
< project,  recordation  of  a restriction  on  the  property  In  a form  satisfactory, 
to  the  Zoning  Administrator  to  assure  conformance  to  these  provisions  bv  the 
owner  ani-tenants  of  the  prop£rt^..agy..su.bsegue.nt. owner  or  tenant  of  the 

property,  and  any  other  person  with  an  economic  Interest  In  the  property. If_ 

at  anv  time  within  the  required  2Q  year  period  the  designated  live/work  space 
is  not  occupied  by  a permitted  or  properly  approved  .co.nd.lt Iona  1 llve/work  use, 
the  space  shall  be  physically  secured,  made  safe  and  remain  vacant  and  unused 
until  su£h.jime  as^he..  space  J.s...0££ui>1ed  by....an  apprpp.r1flteJ.iye /work .use;  and 

ill The  owner  of  any  property  on  which  additional  gross  floor  area  Is 

constructed _ln_  reliance  on  this  Subsection,  and  all  successor  owners  during 
the  20  year  period  specified  In  this  Subsection,  shall  report  annually  to  the 
: Zoning  Adrol nlstrator,. listing.. each  .l,l.ve/wprk  unit  subject  to  this  Subsection. 
on  the  lot  In  question,  the  name  of  the  tenant  or  tenants,  and  the 

non-re  si  dent  1 at  use(s)  conduct  ed_lD.  _ea  c h__u_n.  It, At.  the  .time  of  each  reports. 

the_owner  shall  certify  . to  the  Zoning  Administrator  under  penalty  of  perjury 
that  ..the  Information  Included  Is  true  and  correct  to  the  best  of  his  or  her 
Knowledge  and  that  each  tenant  has  been  notified  of  the  Information  furnished 

I With  respect-to. that  tenant1  S-Un.1.t, Such  reports  shall  be  made  during  each 

calendar  year,  beginning  In  the  year  after  a site  or  building  permit  Is 

approved  In  reliance  on  this  Subse,ct1op...-.het.wejn^ne  1 and  June  30- 

Uy^/worK.t;n1ts,  within  South  of  MarKet  districts  which  are  counted  against. 
the  maximum  floor  area  ratio  for  the  district  are  not  sublect  to  the 
provisions  of  this  Subsection,  provided  that  all  such  units  provided  above  the, 
40  foot  height  limit  in  the  4Q-X/85-B  height. and-M.1K,  district  shall  t>e_ 
subtect  to.. section  263.11(c)- 

(Sections  124.1  through  127  are  unchanged.) 
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SEC.  128.  TRANSFER  OF  DEVELOPMENT  RIGHTS  IN  C-3  DISTRICTS,  (a) 
Definitions.  _ . , 

(1)  "Development  Lot."  A lot  to  which  TDR  may  be  transferred  to  Increase 
the  allowable  gross  floor  area  of  development  thereon  beyond  that  otherwise 
permitted  by  Section  124. 

(2)  "Owner  of  Record."  The  owner  or  owners  of  record  In  fee. 

(3)  "Preservation  Lot."  A parcel  of  land  on  which  Is  either  (1)  a 
Significant  or  Contributory  Building  (as  designated  pursuant  to  Article  11); 
or  (11)  a Category  V building  that  has  complied  with  the  eligibility 
requirement  for  transfer  of  TDR  as  set  forth  In  Section  1109(c);  or  (111)  a 
structure  designated  a landmark  pursuant  to  Article  10  of  this  Code.  The 
boundaries  of  the  Preservation  Lot  shall  be  the  boundaries  of  the  Assessor's 
lot  on  which  the  building  Is  located  at  the  time  the  ordinance  or,  as  to 
Section  1109(c),  resolution,  making  the  designation  Is  adopted  unless 
boundaries  are  otherwise  specified  In  the  ordinance. 

(4)  "Transfer  Lot."  A Preservation  Lot  located  In  a C-3  District  from 
which  TDR  may  be  transferred.  A lot  zoned  P (public)  may  In  no  event  be  a 
Transfer  Lot. 

(5)  "Transferable  Development  Rights  (TDR)."  Units  of  gross  floor  area 
which  may  be  transferred,  pursuant  to  the  provisions  of  this  Section  and 
Article  11  of  this  Code,  from  a Transfer  Lot  to  Increase  the  allowable  gross 
floor  area  of  a development  on  a Development  Lot. 

(6)  "Unit  of  TDR."  One  unit  of  TDR  Is  one  square  foot  of  gross  floor 
area. 

(b)  Amount  of  TDR  Available  for  Transfer.  The  maximum  TDR  available  for 
transfer  from  a Transfer  Lot  consists  of  the  difference  between  (aa)  the 
allowable  gross  floor  area  permitted  on  the  Transfer  Lot  by  Section  124  and 
(bb)  the  gross  floor  area  of  the  development  located  on  the  Transfer  Lot. 

(c)  Eligibility  of  Development  Lots  and  Limitation  on  Use  of  TDR  on 
Development  Lots.  TDR  may  be  used  to  Increase  the  allowable  gross  floor  area 
of  a development  on  a Development  Lot  If  the  following  requirements  and 
restrictions  are  satisfied: 

(1)  (1)  The  Transfer  Lot  and  the  Development  Lot  are  located  In  the  same 
C-3  Zoning  District,  or  (11)  the  Transfer  Lot  Is  located  In  a C-3-0^  or  C-3-R 
District  and  the  Development  Lot  Is  located  In  the  C-3-0(SD)  Special 
Development  District;  or  (111)  the  Transfer  Lot  Is  a Preservation  Lot  that 
contains  a Significant  building  and  Is  located  In  the  Extended  Preservation 
District  or  a C-3-G  or  C-3-S  District  and  the  Development  Lot  Is  located  In 
the  C-3-0(SD)  Special  District. 

(2)  TDR  may  not  be  transferred  for  use  on  any  lot  on  which  Is  or  has  been 
located  a Significant  or  Contributory  building;  provided  that  this  restriction 
shall  not  apply  If  the  designation  of  a building  Is  changed  to  Unrated;  nor 
shall  It  apply  If  the  City  Planning  Commission  finds  that  the  additional  space 
resulting  from  the  transfer  of  TDR  Is  essential  to  make  economically  feasible 
the  reinforcement  of  a Significant  or  Contributory  building  to  meet  the 
standards  for  seismic  loads  and  forces  of  the  1975  Building  Code,  In  which 
case  TDR  may  be  transferred  for  that  purpose  subject  to  the  limitations  of 
this  section  and  Article  11,  Including  Section  1111.6.  Any  alteration  shall 
be  governed  by  the  requirements  of  Sections  1111  to  1111.6. 
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(3)  Notwithstanding  any  other  provision  of  this  Section,  development  on  a 
Development  Lot  Is  limited  by  the  provisions  of  this  Code,  other  than  those  on 
floor  area  ratio,  governing  the  approval  of  projects,  including  the 
requirements  relating  to  height,  bulk,  setback,  sunlight  access,  and 
separation  between  towers,  and  any  limitations  imposed  pursuant  to  Section  309 
review  applicable  to  the  Development  Lot.  The  total  allowable  gross  floor 
area  of  a development  on  a Development  Lot  may  not  exceed  the  limitation 
Imposed  by  Section  123(c). 

(d)  Effect  of  Transfer  of  TDR. 

(1)  Transfer  of  TDR  from  a Transfer  Lot  permanently  reduces  the 
development  potential  of  the  Transfer  Lot  by  the  amount  of  the  TDR 
transferred.  In  addition,  transfer  of  TDR  from  a Preservation  Lot  containing 
a Contributory  building  or  a landmark  designated  pursuant  to  Article  10  causes 
such  building  to  become  subject  to  the  same  restrictions  on  demolition  and 
alteratfon,  and  the  same  penalties  and  enforcement  remedies,  that  are 
applicable  to  Significant  buildings  Category  I,  as  provided  In  Article  11. 

(e)  Procedure  for  Determining  TDR  Eligibility. 

(1)  In  order  to  obtain  a determination  of  whether  a lot  Is  a Transfer  Lot 
and.  If  It  Is,  of  the  amount  of  TDR  available  for  transfer,  the  owner  of 
record  of  the  lot  may  file  an  application  with  the  Zoning  Administrator  for  a 
Statement  of  Eligibility.  The  application  for  a Statement  of  Eligibility 
shall  contain  or  be  accompanied  by  plans  and  drawings  and  other  Information 
which  the  Zoning  Administrator  determines  Is  necessary  In  order  to  determine 
whether  a Statement  of  Eligibility  can  be  Issued.  Any  person  who  applies  for 
a Statement  of  Eligibility  prior  to  expiration  of  the  time  for  request  of 
reconsideration  of  designation  authorized  In  Section  1105  shall  submit  In 
writing  a waiver  of  the  right  to  seek  such  reconsideration. 

(2)  The  Zoning  Administrator  shall,  upon  the  filing  of  an  application  for 
a Statement  of  Eligibility  and  the  submission  of  all  required  Information, 
Issue  either  a proposed  Statement  of  Eligibility  or  a written  determination 
that  no  TDR  are  available  for  transfer  and  shall  mall  that  document  to  the 
applicant  and  to  any  other  person  who  has  filed  with  the  Zoning  Administrator 
a written  request  for  a copy.  Any  appeal  of  the  proposed  Statement  of 
Eligibility  or  determination  of  non-el Iglbl 1 1 ty  shall  be  filed  with  the  Board 
of  Permit  Appeals  within  20  days  of  the  date  of  Issuance  of  the  document.  If 
not  appealed,  the  proposed  Statement  of  Eligibility  or  the  determination  of 
non-el Iglblllty  shall  become  final  on  the  21st  day  after  the  date  of 
Issuance.  The  Statement  of  Eligibility  shall  contain  at  least  the  following 
Information:  (1)  the  name  of  the  owner  of  record  of  the  Transfer  Lot;  (11)  the 
address,  legal  description  and  Assessor's  Block  and  Lot  of  the  Transfer  Lot; 
(111)  the  C-3  use  district  within  which  the  Transfer  Lot  Is  located;  (1v) 
whether  the  Transfer  Lot  Is  a Preservation  Lot  or  Development  Lot;  (v)  if  a 
Preservation  Lot,  whether  the  Transfer  Lot  contains  a Significant  or 
Contributory  Building,  a Category  V building,  or  an  Article  10  landmark;  (vl) 
the  amount  of  TDR  available  for  transfer;  and  ( v 1 1 ) the  date  of  Issuance. 

(3)  Once  the  proposed  Statement  of  Eligibility  becomes  final,  whether 
through  lack  of  appeal  or  after  appeal,  the  Zoning  Administrator  shall  record 
the  Statement  of  Eligibility  In  the  Office  of  the  County  Recorder.  The  County 
Recorder  shall  be  Instructed  to  mall  the  original  of  the  recorded  document  to 
the  owner  of  record  of  the  Transfer  Lot  and,  if  a copy  of  the  document  Is 
presented  at  the  time  of  the  recordation,  shall  conform  the  copy  and  mall  It 
to  the  Zoning  Administrator. 
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(f)  Cancellation  of  Eligibility. 

(1)  If  reasonable  grounds  should  at  any  time  exist  for  determining  that  a 
building  on  a Preservation  Lot  may  have  been  altered  or  demolished  In 
violation  of  Articles  10  or  11,  Including  Sections  1110  and  1112  thereof,  the 
Zoning  Administrator  may  Issue  and  record  with  the  County  Recorder  a Notice  of 
Suspension  of  Eligibility  for  the  affected  lot  and.  In  cases  of  demolition  of 

a Significant  or  Contributory  building,  a notice  that  the  restriction  on  the 
floor  area  ratio  of  a replacement  building,  pursuant  to  Section  1114,  may  be 
applicable  and  shall  mall  a copy  of  such  notice  to  the  owner  of  record  of  the 
lot.  The  notice  shall  provide  that  the  property  owner  shall  have  20  days  from 
the  date  of  the  notice  In  which  to  request  a hearing  before  the  Zoning 
Administrator  In  order  to  dispute  this  Initial  determination.  If  no  hearing 
Is  requested,  the  Initial  determination  of  the  Zoning  Administrator  Is  deemed 
final  on  the  21st  day  after  the  date  of  the  notice,  unless  the  Zoning 
Administrator  has  determined  that  the  Initial  determination  was  In  error. 

(2)  If  a hearing  Is  requested,  the  Zoning  Administrator  shall  notify  the 
property  owner  of  the  time  and  place  of  hearing,  which  shall  be  scheduled 
within  21  days  of  the  request,  shall  conduct  the  hearing,  and  shall  render  a 
written  determination  within  15  days  after  the  close  of  the  hearing.  If  the 
Zoning  Administrator  shall  determine  that  the  Initial  determination  was  In 
error,  that  officer  shall  Issue  and  record  a Notice  of  Revocation  of 
Suspension  of  Eligibility.  Any  appeal  of  the  determination  of  the  Zoning 
Administrator  shall  be  filed  with  the  Board  of  Permit  Appeals  within  20  days 
of  the  date  of  the  written  determination  following  a hearing  or,  If  no  hearing 
has  been  requested,  within  20  days  after  the  Initial  determination  becomes 
final . 

(3)  If  after  an  appeal  to  the  Board  of  Permit  Appeals  It  Is  determined 
that  an  unlawful  alteration  or  demolition  has  occurred,  or  If  no  appeal  Is 
taken  of  the  determination  by  the  Zoning  Administrator  of  such  a violation, 
the  Zoning  Administrator  shall  record  In  the  Office  of  the  County  Recorder  a 
Notice  of  Cancellation  of  Eligibility  for  the  lot,  and  shall  mall  to  the 
property  owner  a conformed  copy  of  the  recorded  Notice.  In  the  case  of 
demolition  of  a Significant  or  Contributory  building,  the  Zoning  Administrator 
shall  record  a Notice  of  Special  Restriction  noting  the  restriction  on  the 
floor  area  ratio  of  the  Preservation  Lot  pursuant  to  the  provisions  of  Section 
1114,  and  shall  mall  to  the  owner  of  record  a certified  copy  of  the  Notice. 

If  after  an  appeal  to  the  Board  of  Permit  Appeals  It  is  determined  that  no 
unlawful  alteration  or  demolition  has  occurred,  the  Zoning  Administrator  shall 
Issue  and  record  a Notice  of  Revocation  of  Suspension  of  Eligibility  and.  If 
applicable,  a Notice  of  Revocation  of  the  Notice  of  Special  Restriction 
pursuant  to  Section  1114,  and  shall  mall  conformed  copies  of  the  recorded 
notices  to  the  owner  of  record. 

(4)  No  notice  recorded  under  this  Section  128(f)  shall  affect  the 
validity  of  TDR  that  have  been  transferred  from  the  affected  Transfer  Lot  In 
compliance  with  the  provisions  of  this  Section  prior  to  the  date  of 
recordation  of  such  notice,  whether  or  not  such  TDR  have  been  used. 

(g)  Procedure  for  Transfer  of  TDR. 

(1)  TDR  from  a single  Transfer  Lot  may  be  transferred  as  a group  to  a 
single  transferee  or  In  separate  Increments  to  several  transferees.  TDR  may 
be  transferred  either  directly  from  the  original  owner  of  the  TDR  to  the  owner 
of  a Development  Lot  or  to  persons,  firms  or  entitles  who  acquire  the  TDR  from 
the  original  owner  of  the  TDR  and  hold  them  for  subsequent  transfer  to  other 
persons,  firms,  entitles  or  to  the  owners  of  a Development  Lot  or  Lots. 
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(2)  When  TDR  are  transferred,  they  shall  be  Identified  In  each 
Certificate  of  Transfer  by  a number.  A single  unit  of  TDR  transferred  from  a 
Transfer  Lot  shall  be  Identified  by  the  number  "1".  Multiple  units  of  TDR 
transferred  as  a group  for  the  first  time  from  a Transfer  Lot  shall  be 
numbered  consecutively  from  "1"  through  the  number  of  units  transferred.  If  a 
fraction  of  a unit  of  TDR  Is  transferred,  It  shall  retain  Its  numerical 
identification.  (For  example,  If  5,000-1/2  TDR  are  transferred  In  the  Initial 
transfer  from  the  Transfer  Lot,  they  would  be  numbered  "1  through  5,000  and 
one-half  of  5,001.)  TDR  subsequently  transferred  from  the  Transfer  Lot  shall 
be  Identified  by  numbers  taken  In  sequence  following  the  last  number 
previously  transferred.  (For  example  If  the  first  units  of  gross  floor  area 
transferred  from  a Transfer  Lot  are  numbered  1 through  10,000,  the  next  unit 
transferred  would  be  number  10,001.)  If  multiple  units  transferred  from  a 
Transfer  Lot  are  subsequently  transferred  separately  In  portions,  the  seller 
shall  identify  the  TDR  sold  by  numbers  which  correspond  to  the  numbers  by 
which  they  were  Identified  at  the  time  of  their  transfer  from  the  Transfer 
Lot.  (For  example,  TDR  numbered  1 through  10,000  when  transferred  separately 
from  the  Transfer  Lot  in  two  equal  portions  would  be  Identified  In  the  two 
Certificates  of  Transfer  as  numbers  1 through  5,000  and  5,001  through  10,000.) 
Once  assigned  numbers,  TDR  retain  such  numbers  for  the  purpose  of 
Identification  through  the  process  of  transferring  and  using  TDR.  The  phrase 
"numerical  Identification,"  as  used  In  this  section,  shall  mean  the 
Identification  of  TDR  by  numbers  as  described  In  this  Subsection. 

(3)  Transfer  of  TDR  from  the  Transfer  Lot  shall  not  be  valid  unless  (1)  a 
Statement  of  Eligibility  has  been  recorded  In  the  Office  of  the  County 
Recorder  prior  to  the  date  of  recordation  of  the  Certificate  of  Transfer 
evidencing  such  transfer  and  (11)  a Notice  of  Suspension  of  Eligibility  or 
Notice  of  Cancellation  of  Eligibility  has  not  been  recorded  prior  to  such 
transfer  or.  If  recorded,  has  thereafter  been  withdrawn  by  an  appropriate 
recorded  Notice  of  Revocation  or  a new  Statement  of  Eligibility  has  been 
thereafter  recorded. 

(4)  Transfer  of  TDR,  whether  by  Initial  transfer  from  a Transfer  Lot  or 
by  a subsequent  transfer,  shall  not  be  valid  unless  a Certificate  of  Transfer 
evidencing  such  transfer  has  been  prepared  and  recorded.  The  Zoning 
Administrator  shall  prepare  a form  of  Certificate  of  Transfer  and  all 
transfers  shall  be  evidenced  by  documents  that  are  substantially  the  same  as 
the  Certificate  of  Transfer  form  prepared  by  the  Zoning  Administrator,  which 
form  shall  contain  at  least  the  following: 

(I)  For  transfers  from  the  Transfer  Lot  only: 

(aa)  Execution  and  acknowledgment  by  the  original  owner  of  TDR  as  the 

transferor(s)  of  the  TDR;  and 

(bb)  Execution  and  acknowledgment  by  the  Zoning  Administrator;  and 

(cc)  A notice,  prominently  placed  and  In  all  capital  letters,  preceded  by 

the  underlined  heading  "Notice  of  Restriction,"  stating  that  the  transfer  of 
TDR  from  the  Transfer  Lot  permanently  reduces  the  development  potential  of  the 
Transfer  Lot  by  the  amount  of  TDR  transferred,  with  reference  to  the 
provisions  of  this  section. 

(II)  For  all  transfers: 

(aa)  The  address,  legal  description,  Assessor's  Block  and  Lot,  and  C-3 
use  district  of  the  Transfer  Lot  from  which  the  TDR  originates;  and 

(bb)  The  amount  of  TDR  transferred;  and 

(cc)  Numerical  Identification  of  the  TDR  being  transferred;  and 
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(dd)  The  names  and  mailing  addresses  of  the  transferors  and  transferees 
of  the  TOR;  and 

(ee)  Execution  and  acknowledgment  by  the  transferors  and  transferees  of 
the  TDR;  and 

(ff)  A reference  to  the  Statement  of  Eligibility,  Including  Its  recorded 
Instrument  number  and  date  of  recordation,  and  a recital  of  all  previous 
transfers  of  the  TDR,  Including  the  names  of  the  transferors  and  transferees 
Involved  In  each  transfer  and  the  recorded  Instrument  number  and  date  of 
recordation  of  each  Certificate  of  Transfer  Involving  the  TDR,  Including  the 
transfer  from  the  Transfer  Lot  which  generated  the  TDR. 

(5)  When  a Certificate  of  Transfer  for  the  transfer  of  TDR  from  a 
Transfer  Lot  Is  presented  to  the  Zoning  Administrator  for  execution,  that 
officer  shall  not  execute  the  document  If  a transfer  of  the  TDR  would  be 
prohibited  by  any  provision  of  this  Section  or  any  other  provision  of  this 
Code.  The  Zoning  Administrator  shall,  within  5 business  days  from  the  date 
that  the  Certificate  of  Transfer  Is  submitted  for  execution,  either  execute 
the  Certificate  of  Transfer  or  Issue  a written  determination  of  the  grounds 
requiring  a refusal  to  execute  the  Certificate. 

(6)  Each  duly  executed  and  acknowledged  Certificate  of  Transfer 
containing  the  Information  required  herein  shall  be  presented  for  recordation 
In  the  Office  of  the  County  Recorder  and  shall  be  recorded  by  the  County 
Recorder.  The  County  Recorder  shall  be  Instructed  to  mall  the  original 
Certificate  of  Transfer  to  the  person  and  address  designated  thereon  and  shall 
be  given  a copy  of  the  Certificate  of  Transfer  and  Instructed  to  conform  the 
copy  and  mall  It  to  the  Zoning  Administrator. 

(h)  Certification  of  Transfer  of  TDR  for  a Project  on  a Development  Lot. 

(1)  When  the  use  of  TDR  Is  necessary  for  the  approval  of  a building 
permit  for  a project  on  a Development  Lot,  the  Superintendent  of  the  Bureau  of 
Building  Inspection  shall  not  approve  Issuance  of  the  permit  unless  the  Zoning 
Administrator  has  Issued  a written  certification  that  the  owner  of  the 
Development  Lot  owns  the  required  number  of  TDR.  When  the  transfer  of  TDR  Is 
necessary  for  the  approval  of  a site  permit  for  a project  on  a Development 
Lot,  the  Zoning  Administrator  shall  Impose  as  a condition  of  approval  of  the 
site  permit  the  requirement  that  the  Superintendent  of  the  Bureau  of  Building 
Inspection  shall  not  Issue  the  first  addendum  to  the  site  permit  unless  the 
Zoning  Administrator  has  Issued  a written  certification  that  the  owner  of  the 
Development  Lot  owns  the  required  number  of  TDR. 

(2)  In  order  to  obtain  certification  as  required  In  Section  128(h)(1), 
the  permit  applicant  shall  present  to  the  Zoning  Administrator: 

(I)  Information  necessary  to  enable  the  Zoning  Administrator  to  prepare 
the  Notice  of  Use  of  TDR,  which  Information  shall  be  at  least  the  following: 

(aa)  The  address,  legal  description,  Assessor's  Block  and  Lot,  and  zoning 
classification  of  the  Development  Lot; 

(bb>  The  name  and  address  of  the  owner  of  record  of  the  Development  Lot; 

(cc)  Amount  and  numerical  Identification  of  the  TDR  being  used; 

(dd)  A certified  copy  of  each  Certificate  of  Transfer  evidencing  transfer 
to  the  owner  of  the  Development  Lot  of  the  TDR  being  used;  and 

(II)  A report  from  a title  insurance  company  showing  the  holder  of  record 
of  the  TDR  to  be  used,  all  Certificates  of  Transfer  of  the  TDR,  and  all  other 
matters  of  record  affecting  such  TDR.  In  addition  to  showing  all  such 
Information,  the  report  shall  guarantee  that  the  report  Is  accurate  and 
complete  and  the  report  shall  provide  that  In  the  event  that  Its  guarantee  or 
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any  information  shown  In  the  report  Is  Incorrect,  the  title  company  shall  be 
liable  to  the  City  for  the  fair  market  value  of  the  TDR  at  the  time  of  the 
report.  The  liability  amount  shall  be  not  less  than  $10,000  and  no  more  than 
$1,000,000,  the  appropriate  amount  to  be  determined  by  the  Zoning 
Administrator  based  on  the  number  of  TDR  being  used. 

(ill)  An  agreement  whereby  the  owner  of  the  Development  Lot  shall 
Indemnify  the  City  against  any  and  all  loss,  cost,  harm  or  damage,  Including 
attorneys'  fees,  arising  out  of  or  related  In  any  way  to  the  assertion  of  any 
adverse  claim  to  the  TDR,  Including  any  loss,  cost,  harm  or  damage  occasioned 
by  the  passive  negligence  of  the  City  and  excepting  only  that  caused  by  the 
City's  sole  and  active  negligence.  The  Indemnity  agreement  shall  be  secured 
by  a first  deed  of  trust  on  the  Development  Lot,  or  other  security 
satisfactory  to  the  Department  of  City  Planning  and  the  City  Attorney. 

(3)  If  the  Zoning  Administrator  determines  that  the  project  applicant  has 
complied  with  the  provisions  of  Subsection  (h)(2)  and  all  other  applicable 
provisions  of  this  section,  and  that  the  applicant  Is  the  owner  of  the  TDR, 
that  officer  shall  transmit  to  the  Superintendent  of  the  Bureau  of  Building 
Inspection,  with  a copy  to  the  project  applicant,  written  certification  that 
the  owner  of  the  Development  Lot  owns  the  TDR.  Prior  to  transmitting  such 
certification,  the  Zoning  Administrator  shall  prepare  a document  entitled 
Notice  of  Use  of  TDR  stating  that  the  TDR  have  been  used  and  may  not  be 
further  transferred,  shall  obtain  the  execution  and  acknowledgment  on  the 
Notice  of  the  owner  of  record  of  the  Development  Lot,  shall  execute  and 
acknowledge  the  Notice,  shall  record  It  In  the  Office  of  the  County  Recorder, 
and  shall  mall  to  the  owner  of  record  of  the  Development  Lot  a conformed  copy 
of  the  recorded  Notice.  If  the  Zoning  Administrator  determines  that  the 
project  applicant  Is  not  the  owner  of  the  TDR,  or  has  not  complied  with  all 
applicable  provisions  of  this  Section,  that  determination  shall  be  set  forth 
In  writing  along  with  the  reasons  therefor.  The  Zoning  Administrator  shall 
either  transmit  certification  or  provide  a written  determination  that 
certification  is  inappropriate  within  10  business  days  after  the  receipt  of 
all  information  required  pursuant  to  subsection  (h)(2). 

(1)  Cancellation  of  Notice  of  Use;  Transfer  from  Development  Lot. 

(1)  The  owner  of  a Development  Lot  for  which  a Notice  of  Use  of  TDR  has 
been  recorded  may  apply  for  a Cancellation  of  Notice  of  Use  If  (1)  the 
building  permit  or  site  permit  for  which  the  Notice  of  Use  was  Issued  expires 
or  was  revoked  or  cancelled  prior  to  completion  of  the  work  for  which  such 
permit  was  Issued  and  the  work  may  not  be  carried  out;  or  (11)  any 
administrative  or  court  decision  Is  Issued  or  any  ordinance  or  Initiative  or 
law  Is  adopted  which  does  not  allow  the  applicant  to  make  use  of  the  permit  or 
(111)  a portion  or  all  of  such  TDR  are  not  used. 

(2)  If  the  Zoning  Administrator  determines  that  the  TDR  have  not  been  and 
will  not  be  used  on  the  Development  Lot  based  on  the  reasons  set  forth  In 
subsection  ( 1 ) ( 1 ) , the  Zoning  Administrator  shall  prepare  the  Cancellation  of 
Notice  of  Use  of  TDR.  If  only  a portion  of  the  TDR  which  had  been  acquired 
are  not  being  used,  the  applicant  may  Identify  which  TDR  will  not  be  used  and 
the  Cancellation  of  Notice  of  Use  of  TDR  shall  apply  only  to  those  TDR.  The 
Zoning  Administrator  shall  obtain  on  the  Cancellation  of  Notice  of  Use  of  TDR 
the  signature  and  acknowledgment  of  the  owner  of  record  of  the  Development  Lot 
as  to  which  the  Notice  of  Use  of  TDR  was  recorded,  shall  execute  and 
acknowledge  the  document,  and  shall  record  It  In  the  office  of  the  County 
Recorder . 
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(3)  Once  a Cancellation  of  Notice  of  Use  of  TDR  has  been  recorded,  the 
owner  of  the  Development  Lot  may  apply  for  a Statement  of  Eligibility  In  order 
to  transfer  the  TDR  Identified  In  that  document.  The  procedures  and 
requirements  set  forth  In  this  Section  governing  the  transfer  of  TDR  shall 
apply  to  the  transfer  of  TDR  from  the  owner  of  a Development  Lot  after  a 
Notice  of  Use  has  been  filed,  except  for  the  provisions  of  this  Section 
permanently  restricting  the  development  potential  of  a Transfer  Lot  upon  the 
transfer  of  TDR;  provided,  however,  that  the  district  or  districts  to  which 
the  TDR  may  be  transferred  shall  be  the  same  district  or  districts  to  which 
TDR  could  have  been  transferred  from  the  Transfer  Lot  that  generated  the  TDR. 

(j)  Erroneous  Notice  of  Use;  Revocation  of  Permit.  If  the  Zoning 
Administrator  determines  that  a Notice  of  Use  of  TDR  was  Issued  or  recorded  In 
error,  that  officer  may  direct  the  Superintendent  of  the  Bureau  of  Building 
Inspection  to  suspend  any  permit  Issued  for  a project  using  such  TDR,  In  which 
case  the  Superintendent  shall  comply  with  that  directive.  The  Zoning 
Administrator  shall  thereafter  conduct  a noticed  hearing  In  order  to  determine 
whether  the  Notice  of  Use  of  TDR  was  Issued  or  recorded  In  error.  If  It  Is 
determined  that  the  Notice  of  Use  of  TDR  was  Issued  or  recorded  In  error,  the 
Superintendent  of  the  Bureau  of  Building  Inspection  shall  revoke  the  permit; 
provided,  however,  that  no  permit  authorizing  such  project  shall  be  revoked  If 
the  right  to  proceed  thereunder  has  vested  under  California  law.  If  It  Is 
determined  that  the  Notice  of  Use  of  TDR  was  not  Issued  or  recorded  In  error, 
the  permit  shall  be  reinstated. 

<k)  Effect  of  Repeal  or  Amendment.  TDR  shall  convey  the  rights  granted 
herein  only  so  long  and  to  the  extent  as  authorized  by  the  provisions  of  this 
Code.  Upon  repeal  of  such  legislative  authorization,  TDR  shall  thereafter 
convey  no  rights  or  privileges.  Upon  amendment  of  such  legislative 
authorization,  TDR  shall  thereafter  convey  only  such  rights  and  privileges  as 
are  permitted  under  the  amendment.  No  Statement  of  Eligibility  shall  convey 
any  right  to  use,  transfer  or. otherwise  utilize  TDR  If  the  maximum  floor  area 
ratio  for  the  Transfer  Lot  Is  reduced  after  the  Statement  of  Eligibility  Is 
Issued. 


(Sections  130  through  133  are  unchanged.) 


SEC.  134.  REAR  YARDS,  R,  NC,  C*  ((AND))  RSD.  SPD  AND  SLR  DISTRICTS. 

The  following  requirements  for  rear  yards  shall  apply  to  every  building  In  an 
R,  NC-1,  or  NC-2  District  or  Individual  Neighborhood  Commercial  District  where 
noted  In  Subsection  (a)  except  those  buildings  which  contain  only  live/work 
units,  and  to  every  dwelling  In  a(n)  SPD.  RSD.  SLR.  SLI.  SSO.  NC-2,  NC-3, 
Individual  Neighborhood  Commercial  District  where  noted  In  Subsection  (a),  C 
or  M District.  Rear  yards  shall  not  be  required  In  NC-S  Districts.  These 
requirements  are  Intended  to  assure  the  protection  and  continuation  of 
established  midblock,  landscaped  open  spaces,  and  maintenance  of  a scale  of 
development  appropriate  to  each  district,  consistent  with  the  location  of 
adjacent  bul ldlngs . 

(a)  Basic  Requirements.  The  basic  rear  yard  requirements  shall  be  as 
follows  for  the  districts  Indicated: 

(1)  RH-l(D).  RH-1,  RH-l(S),  RM-3.  RM-4,  RC-1 , RC-2,  RC-3,  RC-4,  NC,  CA 
((and))  RED»  SPD^  RSD.  SLR.  SLI  and  SSQ  Districts.  The  minimum  rear  yard 
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depth  shall  be  equal  to  25  percent  of  the  total  depth  of  the  lot  on  which  the 
building  Is  situated,  but  In  no  case  less  than  15  feet. 

(A)  RH-KD),  RH-1 , RH-l(S),  RM-3,  RM-4,  RC-1 , NC-1 , Outer  Clement  Street, 
Haight  Street,  Sacramento  Street,  24th  Street-Noe  Valley,  and  West  Portal 
Avenue  Districts.  Rear  yard  shall  be  provided  at  grade  level  and  at  each 
succeeding  level  or  story  of  the  building. 

(B)  NC-2 , Castro  Street,  Inner  Clement  Street,  Upper  Fillmore  Street, 

North  Beach,  Union  Street,  Valencia  Street,  24th  Street-Mission  Districts. 

Rear  yards  shall  be  provided  at  the  second  story,  and  at  each  succeeding  story 
of  the  building,  and  at  the  first  story  If  It  contains  a dwelling  unit. 


(C)  RC-2 , RC-3 , RC-4 , NC-3,  Broadway,  Hayes-Gough,  Upper  Market  Street, 
Polk  Street,  C^  ((and))  M^  RED.  SPD.  RSD.  SLR.  SLI  and  SSO  Districts.  Rear 
yards  shall  be  provided  at  the  lowest  story  containing  a dwelling  unit,  and  at 
each  succeeding  level  or  story  of  the  building. 

(2)  RH-2 , RH-3 , RM-1  and  RM-2  Districts.  The  minimum  rear  yard  depth 
shall  be  equal  to  45  percent  of  the  total  depth  of  the  lot  on  which  the 
building  is  situated,  except  to  the  extent  that  a reduction  In  this 
requirement  is  permitted  by  Subsection  (c)  below.  Rear  yards  shall  be 
provided  at  grade  level  and  at  each  succeeding  level  or  story  of  the  building. 


(b)  Permitted  Obstructions.  Only  those  obstructions  specified  In  Section 
136  of  this  Code  shall  be  permitted  In  a required  rear  yard,  and  no  other 
obstruction  shall  be  constructed,  placed  or  maintained  within  any  such  yard. 

No  motor  vehicle,  trailer,  boat  or  other  vehicle  shall  be  parked  or  stored 
within  any  such  yard,  except  as  specified  In  Section  136. 

(c)  Reduction  of  Requirements  In  RH-2,  RH-3,  RM-1  and  RM-2  Districts.  The 
rear  yard  requirement  In  RH-2,  RH-3,  RM-1  and  RM-2  Districts,  as  stated  In 
Paragraph  (a)(2)  above,  shall  be  reduced  In  specific  situations  as  described 
In  this  Subsection  (c),  based  upon  conditions  on  adjacent  lots.  Under  no 
circumstances,  however,  shall  the  minimum  rear  yard  be  thus  reduced  to  less 
than  a depth  equal  to  25  percent  of  the  total  depth  of  the  lot  on  which  the 
building  Is  situated,  or  to  less  than  15  feet,  whichever  Is  greater. 
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(1)  General  Rule.  In  such  districts,  the  forward  edge  of  the  required 
rear  yard  shall  be  reduced  to  a line  on  the  subject  lot,  parallel  to  the  rear 
lot  line  of  such  lot,  which  Is  an  average  between  the  depths  of  the  rear 
building  walls  of  the  two  adjacent  buildings.  Provided,  that  In  any  case  In 
which  a rear  yard  requirement  Is  thus  reduced,  the  last  10  feet  of  building 
depth  thus  permitted  on  the  subject  lot  shall  be  limited  to  a height  of  30 
feet,  measured  as  prescribed  by  Section  260  of  this  Code,  or  to  such  lesser 
height  as  may  be  established  by  Section  261  of  this  Code. 
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(2)  Alternative  Method  of  Averaging.  If,  under  the  rule  stated  In 
Paragraph  (c)(1)  above,  a reduction  In  the  required  rear  yard  Is  permitted, 
the  reduction  may  alternatively  be  averaged  In  an  Irregular  manner;  provided 
that  the  area  of  the  resulting  reduction  shall  be  no  more  than  the  product  of 
the  width  of  the  subject  lot  along  the  line  established  by  Paragraph  (c)(1) 
above  times  the  reduction  In  depth  of  rear  yard  permitted  by  Paragraph  (c)(1); 
and  provided  further  that  all  portions  of  the  open  area  on  the  part  of  the  lot 
to  which  the  rear  yard  reduction  applies  shall  be  directly  exposed  laterally 
to  the  open  area  behind  the  adjacent  building  having  the  lesser  depth  of  Its 
rear  bul ldlng  wal 1 . 
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(3)  Method  of  Measurement.  For  purposes  of  this  Subsection  (c),  an 
"adjacent  building"  shall  mean  a building  on  a lot  adjoining  the  subject  lot 
along  a side  lot  line.  In  all  cases  the  location  of  the  rear  building  wall  of 
an  adjacent  building  shall  be  taken  as  the  line  of  greatest  depth  of  any 
portion  of  the  adjacent  building  which  occupies  at  least  1/2  the  width  between 
the  side  lot  lines  of  the  lot  on  which  such  adjacent  building  Is  located,  and 
which  has  a height  of  at  least  20  feet  above  grade,  or  two  stories,  whichever 
Is  less,  excluding  all  permitted  obstructions  listed  for  rear  yards  In  Section 
136  of  this  Code.  Where  a lot  adjoining  the  subject  lot  Is  vacant,  or 
contains  no  dwelling  or  group  housing  structure,  or  Is  located  In  an  RH-l(D), 
RH-1 , RH-l(S),  RM-3 , RM-4,  RC,  RED.  SPD.  RSD.  SLR.  SLI . SSO.  NC,  C,  M or  P 
District,  such  adjoining  lot  shall,  for  purposes  of  the  calculations  In  this 
Subsection  (c),  be  considered  to  have  an  adjacent  building  upon  It  whose  rear 
building  wall  Is  at  a depth  equal  to  75  percent  of  the  total  depth  of  the 
subject  lot. 

(4)  Applicability  to  Special  Lot  Situations.  In  the  following  special  lot 
situations,  the  general  rule  stated  In  Paragraph  (c)(1)  above  shall  be  applied 
as  provided  In  this  Paragraph  (c)(4),  and  the  required  rear  yard  shall  be 
reduced  If  conditions  on  the  adjacent  lot  or  lots  so  Indicate  and  If  all  other 
requirements  of  this  Section  134  are  met. 

(A)  Corner  Lots  and  Lots  at  Alley  Intersections.  On  a corner  lot  as 
defined  by  this  Code,  or  a lot  at  the  Intersection  of  a street  and  an  alley  or 
two  alleys,  the  forward  edge  of  the  required  rear  yard  shall  be  reduced  to  a 
line  on  the  subject  lot  which  Is  at  the  depth  of  the  rear  building  wall  of  the 
one  adjacent  building. 
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(B)  Lots  Abutting  Properties  with  Buildings  that  Front  on  Another  Street 
or  Alley  In  the  case  of  any  lot  that  abuts  along  one  of  Its  side  lot  lines 
upon  a lot  with  a building  that  fronts  on  another  street  or  alley,  the  lot  on 
which  It  so  abuts  shall  be  disregarded,  and  the  forward  edge  of  the  required 
rear  yard  shall  be  reduced  to  a llnre  on  the  subject  lot  which  Is  at  the  depth 
of  the  rear  building  wall  of  the  one  adjacent  building  fronting  on  the  same 
street  or  alley  In  the  case  of  any  lot  that  abuts  along  both  Its  side  lot 
lines  upon  lots  with  buildings  that  front  on  another  street  or  alley,  both 
lots  cn  which  it  so  abuts  shall  be  disregarded,  and  the  minimum  rear  yard 
depth  for  the  subject  lot  shall  be  equal  to  25  percent  of  the  total  depth  of 
the  subject  lot,  or  15  feet,  whichever  Is  greater. 

JT1EET  OK  ALLEY 


(C)  Through  Lots  Abutting  Properties  that  Contain  Two  Buildings.  Where  a 
lot  Is  a through  lot  having  both  Its  front  and  Its  rear  lot  line  along 
streets,  alleys,  or  a street  and  an  alley,  and  both  adjoining  lots  are  also 
through  lots,  each  containing  two  dwelling':  cn  group  housing  structures  that 
ftont  at  opposite  ends  of  the  1 < tho  suh'rii  through  lot  may  also  have  two 
I’"!  Idtng  a- < >.d1ng  to  such  published  pal  Inn,  each  fronting  at  one  end  of 
1 h"  lot  . pi  I lied  all  the  oth*  i i np.iii  emenl  - "I  this  Code  are  met.  In  such 
< a f • the  ipai  yai d required  by  this  Section  1 J4  for  the  subject  lot  shall  be 
located  in  the  central  portion  of  the  lot,  between  the  two  buildings  on  such 
lot,  and  the  depth  of  the  rear  wall  of  each  building  from  the  street  or  alley 
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on  which  it  fronts  shall  be  established  by  the  average  of  the  depths  of  the 
rear  building  walls  of  the  adjacent  buildings  fronting  on  that  street  or 
alley.  In  no  case,  however,  shall  the  total  minimum  rear  yard  for  the  subject 
lot  be  thus  reduced  to  less  than  a depth  equal  to  25  percent  of  the  total 
depth  of  the  subject  lot,  or  to  less  than  15  feet,  whichever  Is  greater. 
Furthermore,  In  all  cases  In  which  this  Subparagraph  (c)(4)(C)  Is  applied,  the 
requirements  of  Section  132  of  this  Code  for  front  setback  areas  shall  be 
applicable  along  both  street  or  alley  frontages  of  the  subject  through  lot. 


(d)  Reduction  of  Requirements  In  C-3  Districts.  In  C-3  Districts,  an 
exception  to  the  rear  yard  requirements  of  this  Section  may  be  allowed,  In 
accordance  with  the  provisions  of  Section  309,  provided  that  the  building 
location  and  configuration  assure  adequate  light  and  air  to  windows  within  the 
residential  units  and  to  the  usable  open  space  provided. 

(e)  Modification  of  Requirements  In  NC  Districts.  The  rear  yard 
requirements  In  NC  Districts  may  be  modified  or  waived  In  specific  situations 
as  described  In  this  Subsection  (e). 

(1)  General.  The  rear  yard  requirement  In  NC  Districts  may  be  modified  or 
waived  by  the  Zoning  Administrator  pursuant  to  the  procedures  which  are 
applicable  to  variances,  as  set  forth  In  Sections  306.1  through  306.5  and 
308. 2a  If  all  of  the  following  criteria  are  met: 

(A)  Residential  uses  are  Included  In  the  new  or  expanding  development  and 
a comparable  amount  of  usable  open  space  Is  provided  elsewhere  on  the  lot  or 
within  the  development  where  It  Is  more  accessible  to  the  residents  of  the 
development;  and 

(B)  The  proposed  new  or  expanding  structure  will  not  significantly  impede 
the  access  of  light  and  air  to  and  views  from  adjacent  properties;  and 

(C)  The  proposed  new  or  expanding  structure  will  not  adversely  affect  the 
Interior  block  open  space  formed  by  the  rear  yards  of  adjacent  properties. 

(2)  Corner  Lots  and  Lots  at  Alley  Intersections.  On  a corner  lot  as  defined 
by  this  Code,  or  on  a lot  at  the  intersection  of  a street  and  an  alley  of  at 
least  25  feet  In  width,  the  required  rear  yard  may  be  substituted  with  an  open 
area  equal  to  25  percent  of  the  lot  area  which  Is  located  at  the  same  levels 
as  the  required  rear  yard  In  an  Interior  corner  of  the  lot,  an  open  area 
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between  two  or  more  buildings  on  the  lot,  or  an  Inner  court,  as  defined  by 
this  Code,  provided  that  the  Zoning  Administrator  determines  that  all  of  the 
criteria  described  below  In  this  Paragraph  are  met. 

(A)  Each  horizontal  dimension  of  the  open  area  shall  be  a minimum  of  15 
feet . 

(B)  The  open  area  shall  be  wholly  or  partially  contiguous  to  the  existing 
midblock  open  space  formed  by  the  rear  yards  of  adjacent  properties. 

(C)  The  open  area  will  provide  for  the  access  to  light  and  air  to  and 
views  from  adjacent  properties. 

(D)  The  proposed  new  or  expanding  structure  will  provide  for  access  to 
light  and  air  from  any  existing  or  new  residential  uses  on  the  subject 

property. 

The  provisions  of  this  Paragraph  2 of  Subsection  (e)  shall  not  preclude 
such  additional  conditions  as  are  deemed  necessary  by  the  Zoning  Administrator 
to  further  the  purposes  of  this  Section. 


men  o«  Aurr 
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<f)  Reduction  of  Requirements  In  the  North  of  Market  Residential  Special 
Use  District.  The  rear  yard  requirement  may  be  substituted  with  an  equivalent 
amount  of  open  space  situated  anywhere  on  the  site  provided  that  the  Zoning 
Administrator  determines  that  all  of  the  following  criteria  are  met: 

(1)  The  substituted  open  space  In  the  proposed  new  or  expanding  structure 
will  Improve  the  access  of  light  and  air  to  and  views  from  existing  abutting 
properties;  and 

(2)  The  proposed  new  or  expanding  structure  will  not  adversely  affect  the 
Interior  block  open  space  formed  by  the  rear  yards  of  existing  abutting 
properties. 

This  provision  shall  be  administered  pursuant  to  the  notice  and  hearing 
procedures  which  are  applicable  to  variances  as  set  forth  In  Sections  306.1 
through  306.5  and  308.2. 

W.  Reduction  of  Requirements  in  South-Of  Market  RED,  SPP.  BSD.  SIR.  SI? 

and  SSQ  Districts-  IL) General.  The  rear  yard  requirement  described  In 

Subsectlon...U.Mi)  above  may  ..be, modi f1ed.-by-.ttie -Zoning  Administrator  for  .any 
building  in  a REP.  SPP,  RSD._SLR,  SLJ  or  SSQ  District  pursuant  to  Section 
307(g)  of  this  Code  provided  that  all  of  the  following  criteria  are  met: 

(A)  A comparable  amount  of  usable  open  space  Is  provided  elsewhere  on  the 
lot  or  within  the  development  where  It  Is  more  accessible  to  the  residents  and 
provides  a more  pi&a.san.t  open. .space  resource  which  is  sunlit,  quiet  and 
protected  from  adverse  wind  conditions;  and 

iB)  The  proposed  new  or  expanded  structure  will  not  significantly  Impede 
th£. access  of  light  and  air  to.and.  views  from  abutting  prppgrili5_L_and 

IQ  The_proposed  new  or  expanded  structure  will  not  break  up  the  pattern 
of— Interior  block  open  space. .-formed  by  the,  .rear.,  ya.r-d.s_.  of  .abut  t1ng-.proper.ti.ei> 
iQl  The  applicant  shall  provide  to  the  Zoning  Administrator  accurate  site 
plans,  photographs,  property  surveys  and/or  other  materials  as  deemed 
necessary  bv  the  Zoning  Administrator  to  show  existing  rear  yard  and  open 
rnaoe.  patterns  within,  the  vicinity  of  -the  subJec.t_parc.e-U 

1 21  Corner  Lots  and  Lots  at  Alley  Intersections. The  rear  yard 

requirement  described  .In  .Subsection ....UXP  above  ..may  .M  rnodlf  led  by  the.. Zoning. 
Administrator  for  any  corner  lot,  or  lot  at  the  Intersection  of, a street  and.., 
an__al  ley  at  least  25  feet  wide.  In  a South  of  Market  RED.  5PD.  RSD.  SLR.  SLI 
or  SSQ  District  pursuant  to  Section  307(g)  of  this  Code,  provided  the 
ipodm cation  could,  be  approved  pursuant  to  the  criteria  described  In  Section 
IMlelU)  In  an  NC  district. 

[Section  134.1  Is  unchanged.] 

SEC.  135.  USABLE  OPEN  SPACE  FOR  DWELLING  UNITS  AND  GROUP  HOUSING.  R.  NC. 
MIXED  USE.  AND  M DISTRICTS.  Except  as  provided  In  Sections  134.1,  172  and 
188  of  this  Code,  usable  open  space  shall  be  provided  for  each  dwelling  and 
each  group  housing  structure  In  R,  NC,  C,  Mixed  Use,  and  M Districts  according 
to  the  standards  set  forth  in  this  Section. 

(a)  Character  of  Space  Provided.  Usable  open  space  shall  be  composed  of 
an  outdoor  area  or  areas  designed  for  outdoor  living,  recreation  or 
landscaping.  Including  such  areas  on  the  ground  and  on  decks,  balconies, 
porches  and  roofs,  which  are  safe  and  suitably  surfaced  and  screened,  and 
which  conform  to  the  other  requirements  of  this  Section.  Such  area  or  areas 
shall  be  on  the  same  lot  as  the  dwelling  units  (or  bedrooms  In  group  housing) 
they  serve,  and  shall  be  designed  and  oriented  In  a manner  that  will  make  the 
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best  practical  use  of  available  sun  and  other  climatic  advantages.  "Private 
usable  open  space"  shall  mean  an  area  or  areas  private  to  and  designed  for  use 
by  only  one  dwelling  unit  (or  bedroom  In  group  housing).  "Common  usable  open 
space"  shall  mean  an  area  or  areas  designed  for  use  jointly  by  two  or  more 
dwelling  units  (or  bedrooms  In  group  housing).  In  the  Rincon  Hill  Special  Use 
District,  Residential  Subdistrict,  open  space  shall  be  provided  as  specified 
In  Section  249.1(c)(4). 

(b)  Access.  Usable  open  space  shall  be  as  close  as  Is  practical  to  the 
dwelling  unit  (or  bedroom  In  group  housing)  for  which  It  Is  required,  and 
shall  be  accessible  from  such  dwelling  unit  or  bedroom  as  follows: 

(1)  Private  usable  open  space  shall  be  directly  and  Immediately  accessible 
from  such  dwelling  unit  or  bedroom;  and  shall  be  either  on  the  same  floor 
level  as  such  dwelling  unit  or  bedroom,  with  no  more  than  one  story  above  or 
below  such  floor  level  with  convenient  private  access. 

(2)  Common  usable  open  space  shall  be  easily  and  Independently  accessible 
from  such  dwelling  unit. or  bedroom,  or  from  another  common  area  of  the 

bul ldlng  or  lot. 

(c)  Permitted  Obstructions.  In  the  calculation  of  either  private  or 
common  usable  open  space,  those  obstructions  listed  In  Sections  136  and  136.1 
of  this  Code  for  usable  open  space  shall  be  permitted. 

(d)  Amount  Required.  Usable  open  space  shall  be  provided  for  each 
building  In  the  amounts  specified  herein  and  In  Table  135  for  the  district  In 
which  the  building  Is  located;  provided,  however,  that  In  the  Rincon  Hill 
Special  Use  District,  Residential  Subdistrict,  open  space  shall  be  provided  In 
the  amounts  specified  In  Section  249.1(c)(4). 

In  Neighborhood  Commercial  Districts,  the  amount  of  usable  open  space  to 
be  provided  shall  be  the  amount  required  In  the  nearest  Residential  District, 
but  the  minimum  amount  of  open  space  required  shall  be  In  no  case  greater  than 
the  amount  set  forth  In  Table  135  for  the  district  In  which  the  building  Is 
located.  The  distance  to  each  Residential  District  shall  be  measured  from  the 
midpoint  of  the  front  lot  line  or  from  a point  directly  across  the  street 
therefrom,  whichever  requires  less  open  space. 

(1)  For  dwellings,  except  as  provided  In  Paragraph  (d)(3)  below,  the  minimum 
amount  of  usable  open  space  to  be  provided  for  use  by  each  dwelling  unit  shall 
be  as  specified  In  the  second  column  of  the  table  If  such  usable  open  space  Is 
all  private.  Where  common  usable  open  space  Is  used  to  satisfy  all  or  part  of 
the  requirement  for  a dwelling  unit,  such  common  usable  open  space  shall  be 
provided  In  an  amount  equal  to  1.33  square  feet  for  each  one  square  foot  of 
private  usable  open  space  specified  In  the  second  column  of  the  table.  In 
such  cases,  the  balance  of  the  required  usable  open  space  may  be  provided  as 
private  usable  open  space,  with  full  credit  for  each  square  foot  of  private 
usable  open  space  so  provided. 

(2)  For  group  housing  structures,  the  minimum  amount  of  usable  open  space 
provided  for  use  by  each  bedroom  shall  be  1/3  the  amount  required  for  a 
dwelling  unit  as  specified  In  Paragraph  (d)(1)  above.  For  purposes  of  these 
calculations,  the  number  of  bedrooms  on  a lot  shall  In  no  case  be  considered 
to  be  less  than  one  bedroom  for  each  two  beds.  Where  the  actual  number  of 
beds  exceeds  an  average  of  two  beds  for  each  bedroom,  each  two  beds  shall  be 
considered  equivalent  to  one  bedroom. 

(3)  For  dwellings  specifically  designed  for  and  occupied  by  senior 
citizens  or  physically  handicapped  persons,  as  defined  and  regulated  by 
Section  209. l(m)  of  this  Code,  the  minimum  amount  of  usable  open  space  to  be 
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provided  for  use  by  each  dwelling  unit  shall  be  1/2  the  amount  required  for 
each  dwelling  unit  as  specified  in  Paragraph  (d)(1)  above. 

(e)  Slope.  The  slope  of  any  area  credited  as  either  private  or  common 
usable  open  space  shall  not  exceed  five  percent. 

(f)  Private  Usable  Open  Space:  Additional  Standards. 

(1)  Minimum  Dimensions  and  Minimum  Area.  Any  space  credited  as  private 
usable  open  space  shall  have  a minimum  horizontal  dimension  of  six  feet  and  a 
minimum  area  of  36  square  feet  If  located  on  a deck,  balcony,  porch  or  roof, 
and  shall  have  a minimum  horizontal  dimension  of  10  feet  and  a minimum  area  of 
100  square  feet  If  located  on  open  ground,  a terrace  or  the  surface  of  an 
Inner  or  outer  court. 

(2)  Exposure.  In  order  to  be  credited  as  private  usable  open  space,  an 
area  must  be  kept  open  In  the  following  manner: 
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TABLE  135 

MINIMUM  USABLE  OPEN  SPACE  FOR  DMELLING  UNITS  AND  GROUP  HOUSING 


Square  Feet  Of 

Ratio  Of  Common 

Usable  Open  Space 

Usable  Open  Space 

Required  For  Each 

That  May  Be 

Dwelling  Unit 

Substituted 

District 

If  All  Private 

For  Private 

RH-l(D),  RH-1 

300 

1.33 

RH-l(S) 

300  for  first  unit; 
100  for  minor 
second  unit 

1.33 

RH-2 

125 

1.33 

RH-3 

100 

1.33 

RM-1 , RC-1 

100 

1.33 

RM-2 , RC-2^  SPD 

80 

1.33 

RM-3 , RC-3^  RED 

60 

1.33 

RM-4 , RC-4^  RiD 

36 

1.33 

C-3,  C-M,  SLR.SLI . SSO. 
M-l , M-2 

36 

1.33 

C-l,  C-2 

Same  as  for  the  R District  establishing  the 

NC-1  , 
NC-2 , 
NC-S, 

dwelling  unit  density  ratio 
District  property 

for  the  C-l  or  C-2 

Sacramento  Street, 

West  Portal  Avenue 

NC-3, 

Castro  Street, 

Inner  Clement  Street, 
Outer  Clement  Street, 
Upper  Fillmore  Street, 
Haight  Street, 

100 

1.33 

Union  Street, 

80 

1.33 

Valencia  Street, 

24th  Street-Mission, 
24th  Street-Noe  Valley 

Broadway, 

Hayes-Gough, 

Upper  Market  Street, 

60 

1.33 

North  Beach^ 
Polk  Street 
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TABLE  135  (Continued) 

MINIMUM  USABLE  OPEN  SPACE  FOR  DWELLING  UNITS  AND  GROUP  HOUSING 


District 


Square  Feet  Of 
Usable  Open  Space 
Required  For  Each 
Dwelling  Unit 
If  All  Private 


Ratio  Of  Common 
Usable  Open  Space 
That  May  Be 
Substituted 
For  Private 


Chinatown  Community 

Business,  48  1.00 

Chinatown  Residential 
Neighborhood  Commercial, 

Chinatown  Visitor  Retail 


(A)  For  decks,  balconies,  porches  and  roofs,  at  least  30  percent  of  the 
perimeter  must  be  unobstructed  except  for  necessary  railings. 

(B)  In  addition,  the  area  credited  on  a deck,  balcony,  porch  or  roof 
must  either  face  a street,  face  or  be  within  a rear  yard,  or  face  or  be  within 
some  other  space  which  at  the  level  of  the  private  usable  open  space  meets  the 
minimum  dimension  and  area  requirements  for  common  usable  open  space  as 
specified  In  Paragraph  135(g)(1)  below. 


(C)  Areas  within  Inner  and  outer  courts,  as  defined  by  this  Code,  must 
either  conform  to  the  standards  of  Subparagraph  (f)(2)(B)  above  or  be  so 
arranged  that  the  height  of  the  walls  and  projections  above  the  court  on  at 
least  three  sides  (or  75  percent  of  the  perimeter,  whichever  Is  greater)  Is 
such  that  no  point  on  any  such  wall  or  projection  Is  higher  than  one  foot  for 
each  foot  that  such  point  Is  horizontally  distant  from  the  opposite  side  of 
the  clear  space  In  the  court,  regardless  of  the  permitted  obstruction  referred 
to  In  Subsection  135(c)  above. 

(3)  Fire  Escapes  as  Usable  Open  Space.  Normal  fire  escape  grating  shall 
not  be  considered  suitable  surfacing  for  usable  open  space.  The  steps  of  a 
fire  escape  stairway  or  ladder,  and  any  space  less  than  six  feet  deep  between 
such  steps  and  a wall  of  the  building,  shall  not  be  credited  as  usable  open 
space.  But  the  mere  potential  use  of  a balcony  area  for  an  emergency  fire 
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exit  by  occupants  of  other  dwelling  units  (or  bedrooms  In  group  housing)  shall 
not  prevent  It  from  being  credited  as  usable  open  space  on  grounds  of  lack  of 
privacy  or  usabl 1 1 ty . 

(4)  Use  of  Solarlums.  In  C-3  Districts,  the  area  of  a totally  or 
partially  enclosed  solarium  shall  be  credited  as  private  usable  open  space  If 

(1)  such  area  Is  open  to  the  outdoors  through  openings  or  clear  glazing  on  not 
less  than  50  percent  of  Its  perimeter  and  (11)  not  less  than  30  percent  of  Its 
overhead  area  and  25  percent  of  Its  perimeter  are  open  or  can  be  opened  to  the 
air. 

(g)  Cooinon  Usable  Open  Space:  Additional  Standards. 

(1)  Minimum  Dimensions  and  Minimum  Area.  Any  space  credited  as  common 
usable  open  space  shall  be  at  least  15  feet  In  every  horizontal  dimension  and 
shall  have  a minimum  area  of  300  square  feet. 

(2)  Use  of  Inner  Courts.  The  area  of  an  Inner  court,  as  defined  by  this 
Code,  may  be  credited  as  common  usable  open  space,  If  the  enclosed  space  Is 
not  less  than  20  feet  In  every  horizontal  dimension  and  400  square  feet  In 
area;  and  If  (regardless  of  the  permitted  obstructions  referred  to  In 
Subsection  135(c)  above)  the  height  of  the  walls  and  projections  above  the 
court  on  at  least  three  sides  (or  75  percent  of  the  perimeter,  whichever  Is 
greater)  Is  such  that  no  point  on  any  such  wall  or  projection  Is  higher  than 
one  foot  for  each  foot  that  such  point  Is  horizontally  distant  from  the 
opposite  side  of  the  clear  space  In-  the  court. 
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(3)  Use  of  Solarlums.  The  area  of  a totally  or  partially  enclosed 
solarium  may  be  credited  as  common  usable  open  space  If  the  space  Is  not  less 
than  15  feet  In  every  horizontal  dimension  and  300  square  feet  In  area;  and  If 
such  area  Is  exposed  to  the  sun  through  openings  or  clear  glazing  on  not  less 
than  30  percent  of  Its  perimeter  and  30  percent  of  Its  overhead  area; 
provided,  however,  that  In  the  Rincon  Hill  Special  Use  District,  Residential 
Subdistrict,  open  space  credit  for  solarlums  shall  be  as  provided  In  Section 
249.1(c)(4)(E). 

[Sections  135.1  and  135.2  are  unchanged.] 
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SECt._l_3_5_._3  USABLE  OPEN  SPACE  FOR  USES  OTHER  THAN  DWELLING  UNITS.  GROUP 
HOUSING  AND  LIVE/HORK  UNITS  HITHIN  THE  RED.  RSD.  SPD.  SLR.  SLI  AND  SSO 
DISTRICTS:  <a)  Amount  of  Open  Space  Required.  All  newlv  constructed 
structures,  all  structures  to  which  gross  floor  area  equal  to  20%  or  more  of 
e x 1 si j n cl , 3 r Q.si _f J oor  area  Is  added,  and  all  structures  In  the  SSO  District 
within  which  floor  area  is  converted  to  office  use  other  than  office  use 
accessory  to  a non-office  use  shall  provide  and  maintain  usable  open  space  for 
that  pari  of  the  new,  additional  or  converted  square  footage  which  is  not 
suh.1ec.t_.to  Sections  135.1  and  135.2  as  follows: 

TABLE  135.3 

MINIMUM  USABLE  OPEN  SPACE  REQUIREMENTS 
mR  .USES  OTHER  THAN  MELIING  UNITS^  GROUP 
HOUSING  AND  LIVE/HORK  UNITS 
IN  RED.  RSD.  SPD.  SLR.  SLI  AND  SSO  DISTRICTS 


Use 

Retai 1 . eating  and/or 
drinking  establishments. 
personal  service,  wholesale. 
home  and  business  service. 

arts.,  .activities. 

institutional  and  like  uses 

Manufacturing  and  light  in- 
dustrial. ..storage  without 
distribution  facilities, 
and  like  uses 


Qffi.Qg_i)$e 


in  addition,  open  space  shall  be  provided  for  uses  not  listed  in  this 
subsection  and  Table,  other  than  live/work  units,  dwelling  units  and  group 
housing,  in  the  amount  required  for  the  listed  use  determined  by  the  Zoning 
Administrator  to  be  most  .similar  to  the. unlisted  use  tn  jauestlon- 

id  .Types  of  Open  Space. Usable  open  space  shall  satisfy  the 

requirements  of  Section  135(a),  except  that  it  may  also  be  provided  as  one  or 

more  of  the  following  areas: a rooftop  or  podium  level  yard,  garden  or  sun 

deck. 

id  Character  of  Space  Provided. The  required  open  space  shall; 

ill  Be  in  such jQcatiQcis„and .provide. .such J.n.grej.s .and  egress  as  win  make 
the_.area  convenient,  safe,  secure  and  easily  accessible  to  the  general  public; 

ill  Be  protected  from  uncomfortable  wind,  and  where  appropriate,  be 

landscaped; 

ill  Incorporate  yarious.features,_inciuding  ample  seating  and..  111 
appropr late . access  to  food  service,  which  will  enhance  public  use  of  the  area; 


Square  Feet  of  Usable 
Open  Space  Required 

1 sq.ft-  per  250 

floor  area  of  new  or  added 


1 sq.ft,  per  120  gross 
sq.ft,  of  occupied 
floor  area  of  new 

footage.:. 

1 sq.ft,  per  90 
sq.ft,  of  occupied  floor 
area  of  new,  converted  or 
added.  S-guare  footage. 
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(4)  Be  well  signed  and  accessible  to  the  public  weekdays  from  8:00  a.m.  to 
6:00  n . m . . except  when  provided  off-site  In  which  case  It  shall  be  accessible 
to _ the  public  at  all  times  unless  otherwise  designated  bv  a Cltv  agency  which 
has  jurisdiction  over  the  area  In  which  the  open  space  Is  locatAdi 

(5)  Have  adequate  access  to  sunlight  If  sunlight  access  Is  appropriate  to 

ill  Be  well  lighted  If  the  area  Is  of  the  type  requiring  artificial 
i i l umi nation! 

ill  Be  designed  to  enhance  user  safety  and  security;  and 

ill  Be  of  sufficient  size  to  be  attractive  and  practical  for  Its  Intended 

use. 

ill  Permitted  Obstructions. Permitted  obstructions  for  open.-£pa,ce 

required  under  .Ihii-ie-ClApiL-ShAi  1 Include. -the  following  as  we.ii_as.-ihpse 
described  In  Section  136..pf..th1.s._..Cod.e.; 

Of  Benches,  tables,  chairs,  and  other  street  furniture; 
ill  Stre.et...tr£ejL,.,jK?ll.fl.r.ds>  planter,  boxes  end  tree  tubs,  toilets,  faucets, 
and  related  enclosures,  landscape  features  and  other  similar  features  provided 
that  these  addition  a l_Qb.Lti.u£tiQ.ns...dc>  not,  exceed  ten  OQl.perceni._of... the  total 
usable  open  space  floor  area  requirement; 

ill  wind  screens,  canopies,  and  other  appropriate  architectural  features 
n ot  containing  enclosed  space  and  necessary  to  provide  wind  protected  sitting 

141  Temporary,  small-scale  pedestrian-oriented  convenience  establishments 
ouch  as  movable  beverage  and/or  food  stands,  outdoor  .cafes »...new$ stands,  or 
flower  stands  provided  that  all  such  activities  along  with  other  permitted 
obstructions  combined  do  not  exceed  thirty  (30)  percent  of  the  total  usable 
open  space  requirement  when  provided  on  private  property  and  do  not  exceed  10 
percent  of  the  designated  area  of  the  public  right-of-way  or  other  approved 
space. when.. provided on  public  lands- 

W Alternative  Means  of  Satisfying  the  Open  Space  Requirement. 
ill  If  an  open  space  satisfying  the  requirements  and  standards  of 
subsections  (b)  and  (c)  cannot  be  created  because  of  constraints  of  the 
development  site,  or  the  protect  cannot  provide  safe,  convenient  access  to  the 
Pub] 1c.  or  the  square  footage  of  open  space  Is  not  sufficient  to  provide  a 
usable  open  space.  the  Zoning  Administrator  mav  authorize,  as  an  eligible  type 
of  open  space.  a pedestrian  mall  or  walkway  within  a public  right  of  wav"  which 
1 sJjTmnpvgd .with. paving,  landscaping,  and  street  furniture  appropriate  for 
PLeAtlng  an  attractive  area  for  sitting  and  walking. 

ill  1^ an  open  space  satisfying  the  requirements  and  standards  of  this 
Section  cannot  be  created  because  of  constraints  of  the  development  site,  or 
the  protect  cannot  provide  safe,  convenient  access  to  the  public,  or  the 
square  footage  of  open  space  to  be  provided  Is  not  sufficient,  and  If  the 
opt  ions.  Authorized  bv  paragraph  (1?  above  are  found  to  be  Infeasible  at  the 
time  of ...  the  Protect  application,  the  Zoning  Administrator,  upon  application  bv 
the  proposed  developer  pursuant  to  Section  307(g).  mav  waive  the  requirement 

that  an  open  space  be  provided, It  shall  be  a condition  of  anv  such  waiver 

t h a Uhe._proposed  developer  pay.  taking  Into  account  square  footage  subject  to 
t h ts_SACtlpn^.,the  amount  of  $,67  per  gross  square  foot  of  floor  area  devoted 
to  retali_SAles,  wholesale,  personal  service  or  Institutional  activities,  or 
home  or  Ms.tngss  service  activities;  $1.35  per  gross  square  foot  of  space 
devoted -t&jE&ayfacturlng  or  light  Industrial  activities  within  the  structure 
and  lL,8Q,.per  gross  square  foot  of  office  activities  within  the  structure. 
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These  amounts  shall  be  adjusted  annually  effective  April  1 of  each  calendar 
year  bv  the  percentage  of  change  In  the  Building  Cost  Index  of  the  Cost 
Indices  for  Twenty  Cities  published  bv  McGraw  Hill  Inc.,  or  a successor  Index, 
for  the  preceding  calendar  year.  This  payment  shall  be  paid  In  full  to  the 
City  prior  to  the  Issuance  of  any  temporary  or  other  certificate  of  occupancy 
for  the. subject  property.  Funds  received  on  account  of  any  such  payment  shall 
be  deposited  in  the  South  of  Market  Open  space  Fund  established  pursuant  te_ 
the  San  Francisco  Administrative  Code. 

If)  Costs  and  Restrictions.  All  costs  of  the  open  space.  Including 
without  limitation  those  associated  with  design,  development,  liability 
Insurance,  regular  maintenance,  and  safe  operation  of  this  open  space.  shaLL 

t>e  borne  by., the  property  owner. Liability  insurance  satisfactory  to  the 

Department,  naming  the  Cltv  and  County  of  San  Francisco  and  Its  officers  and 

employees  as  additional  Insureds,  shall  be  provided  for  all  such  spaces. Ihe_ 

property  owner  shall  record  with  the  County  Recorder  a special  restriction  on 
the  property  satisfactory  In  substance  to  the  Department  and  sufficient  to, 
give  notice  to  subsequent  owners,  tenants  and  other  persons  having  other 
economic  Interests  In  the  property  of  the  open  space  requirement  and  the  means 

bv  which  the  requirement  has  been,  and  must  continue  to  be.  satisfied. 

Additionally,  the  property  owner  shall  prominently  post  and  maintain  a plaque 
at  the  entrance  to  the  open  space  area  which  declares  that  the  area  Is  open  to 

Approval  and  Construction. The  design. and- location  of  proposed  open- 

space,  and  Its  ability  to  fulfill..  p.ubHc  open  space  needs  shall  be  reviewed  .and 
determined,  as  part  of  the  site.or  building  permit,  application  for  the  project. 
In  question.  The  Department  shall  consider  those  standards  listed  in 
subsection  (c)  which  are  applicable  as  part  of  Its  decision  to  approve  or 
disapprove  the  proposed  open  space.  The  open  space  shall  be  constructed 
pursuant  to  the  relevant  permit,  and  .no  temporary  or  other  certificate.,  of  . 
occupancy  shall  be  issued  for  anv  structure  constructed  under  the  permit  until 
the  open  space  Is  complete. 

(h)  exemptions- Private  or  public  parking  structure.s.-aad_.change  of  use  or 

additions  to  an  existing  structure  which  are  limited  to  uses  operating  solely 
during  nighttime  hours  and  for  which  public  access  to  open  space  cannot 
feasibly  be  provided  during  daytime  hours  pursuant  to  Subsection  (c)(4).  shall 
be  exempt  from  this  open  space  requirement. 
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SEC.  136.  OBSTRUCTIONS  OVER 
STREETS  AND  ALLEYS  AND  IN  REQUIRED 
SETBACKS,  YARDS  AND  USABLE  OPEN  SPACE, 

(a)  The  following  obstructions  shall  be 
permitted,  In  the  manner  specified,  as 
Indicated  by  the  symbol  "X"  In  the 
columns  at  the  left,  within  the 
required  open  areas  listed  herein: 

(1)  Projections  from  a building  or 
structure  extending  over  a street  or 
alley  as  defined  by  this  Code.  Every 
portion  of  such  projections  over  a 
street  or  alley  shall  provide  a minimum 
of  7 1/2  feet  of  vertical  clearance 
from  the  sidewalk  or  other  surface 
above  which  It  Is  situated,  or  such 
greater  vertical  clearance  as  may  be 
required  by  the  San  Francisco  Building 
Code,  unless  the  contrary  Is  stated 
below.  The  permit  under  which  any  such 
projection  over  a street  or  alley  Is 
erected  over  public  property  shall  not 
be  construed  to  create  any  perpetual 
right  but  Is  a revocable  license; 

(2)  Obstructions  within  legislated 
set-back  lines  and  front  set-back 
areas,  as  required  by  Sections  131  and 

132  of  this  Code; 

(3)  Obstructions  within  side  yards 
and  rear  yards,  as  required  by  Sections 

133  and  134  of  this  Code; 

(4)  Obstructions  within  usable  open 
space,  as  required  by  Section  135  of 
this  Code. 

(b)  No  obstruction  shall  be 
constructed,  placed  or  maintained  In 
any  such  required  open  area  except  as 
specified  In  this  Section. 

(c)  The  permitted  obstructions 
shall  be  as  follows: 
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(1)  Overhead  horizontal  projections 
(leaving  at  least  7 1/2  feet  of 
headroom)  of  a purely  architectural  or 
decorative  character  such  as  cornices, 
eaves,  sills  and  belt  courses,  with  a 
vertical  dimension  of  no  more  than  two 
feet  six  Inches,  not  Increasing  the 
floor  area  or  the  volume  of  space 
enclosed  by  the  building,  and  not 
projecting  more  than: 

(A)  At  roof  level,  three  feet  over 
streets  and  alleys  and  into  set-backs, 
or  to  a perimeter  in  such  required  open 
areas  parallel  to  and  one  foot  outside 
the  sufaces  of  bay  windows  Immediately 
below  such  features,  whichever  Is  the 
greater  projection, 

(B)  At  every  other  level,  one  foot 
over  streets  and  alleys  and  into 
set-backs;  and 
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(C)  Three  feet  Into  yards  and 
usable  open  space,  or  1/6  of  the 
required  minimum  dimensions  (when 
specified)  of  such  open  areas, 
whichever  Is  less; 

(2)  Bay  (projecting)  windows, 
balconies  (other  than  balconies  used 
for  primary  access  to  two  or  more 
dwelling  units  or  two  or  more  bedrooms 
in  group  housing),  and  similar  features 
that  Increase  either  the  floor  area  of 
the  building  or  the  volume  of  space 
enclosed  by  the  building  above  grade, 
when  limited  as  specified  herein.  With 
respect  to  obstructions  within  yards 
and  usable  open  space,  the  bay  windows 
and  balconies  specified  in  Paragraph 
(c)(3)  below  shall  be  permitted  as  an 
alternative  to  those  specified  In  this 
Paragraph  (c)(2). 

(A)  The  minimum  headroom  shall  be 
7 1/2  feet. 

(B) Projectlon  Into  the  required 
open  area  shall  be  limited  to  three 
feet,  provided  that  projection  over 
streets  and  alleys  shall  be  further 
limited  to  two  feet  where  the  sidewalk 
width  Is  nine  feet  or  less,  and  the 
projection  shall  In  no  case  be  closer 
than  eight  feet  to  the  center  line  of 
any  alley. 


imcT 
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(C)  The  glass  areas  of  each  bay 
window,  and  the  open  portions  of  each 
balcony,  shall  be  not  less  than  50  per 
cent  of  the  sum  of  the  areas  of  the 
vertical  surfaces  of  such  bay  window  or 
balcony  above  the  required  open  area. 

At  least  1/3  of  such  required  glass 
area  of  such  bay  window,  and  open 
portions  of  such  balcony,  shall  be  on 
one  or  more  vertical  surfaces  situated 
at  an  angle  of  not  less  than  30  degrees 
to  the  line  establishing  the  required 
open  area.  In  addition,  at  least  1/3 
of  such  required  glass  area  or  open 
portions  shall  be  on  the  vertical 
surface  parallel  to,  or  most  nearly 
parallel  to,  the  line  establishing  each 
open  area  over  which  the  bay  window  or 
balcony  projects. 

(D)  The  maximum  length  of  each  bay 
window  or  balcony  shall  be  15  feet  at 
the  line  establishing  the  required  open 
area,  and  shall  be  reduced  in 
proportion  to  the  distance  from  such 
line  by  means  of  45  degree  angles  drawn 
inward  from  the  ends  of  such  15-foot 
dimension,  reaching  a maximum  of  nine 
feet  along  a line  parallel  to  and  at  a 
distance  of  three  feet  from  the  line 
establishing  the  required  open  area. 
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Streets  and 
I Alleys 

Setbacks 

Yards 

Usable 
Open  Space 

(E)  Hhere  a bay  window  and  a 
balcony  are  located  Immediately 
adjacent  to  one  another,  and  the  floor 
of  such  balcony  In  Its  entirety  has  a 
minimum  horizontal  dimension  of  six 
feet,  the  limitations  of  Subparagraph 
(c)(2)(D)  above  shall  be  Increased  to  a 
maximum  length  of  18  feet  at  the  line 
establishing  the  required  open  area, 
and  a maximum  of  12  feet  along  a line 
parallel  to  and  at  a distance  of  three 
feet  from  the  line  establishing  the 
required  open  area. 


Streets  and 
Alleys 

Setbacks 

Yards 

Usable 
Open  Space 

1J  ft.  wci' mum  t 


(F)  The  minimum  horizontal 
separation  between  bay  windows,  between 
balconies,  and  between  bay  windows  and 
balconies  (except  where  a bay  window 
and  a balcony  are  located  Immediately 
ad.lai-pnt  to  one  another,  as  provided 
fo«  in  Subparagraph  (c)(2)(E)  above), 
sh  > l l be  two  fept  at  the  line 
eslahlishlng  the  required  open  area, 
and  shall  be  Increased  In  proportion  to 
the  distance  from  such  line  by  means  of 
135-degree  angles  drawn  outward  from 
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the  ends  of  such  two-foot  dimension, 
reaching  a minimum  of  eight  feet  along 
a line  parallel  to  and  at  a distance  of 
three  feet  from  the  line  establishing 
the  required  open  area. 

(G)  Each  bay  window  or  balcony  over 
a street  or  alley,  set-back  or  rear 
yard  shall  also  be  horizontally 
separated  from  Interior  lot  lines 
(except  where  the  wall  of  a building  on 
the  adjoining  lot  Is  flush  to  the 
Interior  lot  line  Immediately  adjacent 
to  the  projecting  portions  of  such  bay 
window  or  balcony)  by  not  less  than  one 
foot  at  the  line  establishing  the 
required  open  area,  with  such 
separation  Increased  in  proportion  to 
the  distance  from  such  line  by  means  of 
a 135-degree  angle  drawn  outward  from 
such  one-foot  dimension,  reaching  a 
minimum  of  four  feet  along  a line 
parallel  to  and  at  a distance  of  three 
feet  from  the  line  establishing  the 
required  open  area. 
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(3)  Bay  (projecting)  windows, 
balconies  (other  than  balconies  used 
for  primary  access  to  two  or  more 
dwelling  units  or  two  or  more  bedrooms 
In  group  housing),  and  similar  features 
that  Increase  either  the  floor  area  of 
the  building  or  the  volume  of  space 
enclosed  by  the  building  above  grade, 
when  limited  as  specified  herein.  With 
respect  to  obstructions  within  yards 
and  usable  open  space,  the  bay  windows 
and  balconies  specified  In  Paragraph 
(c)(2)  above  shall  be  permitted  as  an 
alternative  to  those  specified  In  this 
Paragraph  (c)(3). 

(A)  The  minimum  headroom  shall  be  7 
1/2  feet. 

(B)  Projection  Into  the  required 
open  area  shall  be  limited  to  three 
feet,  or  1/6  of  the  required  minimum 
dimension  (when  specified)  of  the  open 
area,  whichever  Is  less. 

(C)  In  the  case  of  bay  windows,  the 
maximum  length  of  each  bay  window  shall 
be  10  feet,  and  the  minimum  horizontal 
separation  between  bay  windows  shall  be 
five  feet,  above  all  parts  of  the 
required  open  area. 

(D)  The  aggregate  length  of  all  bay 
windows  and  balconies  projecting  Into 
the  required  open  area  shall  be  no  more 
than  2/3  the  bull  dab  1 e width  of  the  lot 
along  a rear  building  wall,  2/3  the 
bulldable  length  of  a street  side 
building  wall,  or  1/3  the  length  of  all 
open  areas  along  the  bulldable  length 
of  an  Interior  side  lot  line;  In  the 
case  of  yards,  these  limits  on 
aggregate  length  shall  apply  to  the 
aggregate  of  all  bay  windows, 
balconies,  fire  escapes  and  chimneys. 
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(4)  Fire  escapes,  leaving  at  least 
7 1/2  feet  of  headroom  exclusive  of 
drop  ladders  to  grade,  and  not 
projecting  more  than  necessary  for 
safety  or  In  any  case  more  than  four 
feet  six  Inches  Into  the  required  open 
area.  In  the  case  of  yards,  the 
aggregate  length  of  all  bay  windows, 
balconies,  fire  escapes  and  chimneys 
that  extend  Into  the  required  open  area 
shall  be  no  more  than  2/3  the  bu 1 1 dab 1 e 
width  of  the  lot  along  a rear  building 
wall,  2/3  the  bu 1 1 dab  1 e length  of  a 
street  side  building  wall,  or  1/3  the 
bu 1 1 dab  1 e length  of  an  Interior  side 
lot  line; 

(5)  Overhead  horizontal  projections 
other  than  those  listed  In  Paragraphs 
(c)(1),  (2),  (3)  and  (4)  above,  leaving 
at  least  7 1/2  feet  of  headroom,  where 
the  depth  of  any  such  projection  Is  no 
greater  than  the  headroom  It  leaves, 
and  in  no  case  Is  greater  than  10  feet; 
and  provided  that.  In  the  case  of 
common  usable  open  space  at  ground 
level,  the  open  space  under  the 
projection  directly  adjoins  uncovered 
usable  open  space  that  is  at  least  10 
feel  In  depth  and  15  feet  in  width; 
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(6)  Chimneys  not  extending  more 
than  three  feet  Into  the  required  open 
area  or  1/6  of  the  required  minimum 
dimension  (when  specified)  of  the  open 
area,  whichever  Is  less;  provided,  that 
the  aggregate  length  of  all  bay 
windows,  balconies,  fire  escapes  and 
chimneys  that  extend  Into  the  required 
open  area  Is  no  more  than  2/3  the 
bulldable  width  of  the  lot  along  a rear 
building  wall,  2/3  the  bulldable  length 
of  a street  side  building  wall,  or  1/3 
the  bulldable  length  of  an  Interior 
side  lot  line; 

(7)  Temporary  occupancy  of  street 
and  alley  areas  during  construction  and 
alteration  of  buildings  and  structures, 
as  regulated  by  the  Building  Code  and 
other  portions  of  the  Municipal  Code; 

(8)  Space  below  grade,  as  regulated 
by  the  Building  Code  and  other  portions 
of  the  Municipal  Code; 

(9)  Building  curbs  and  buffer 
blocks  at  ground  level,  not  exceeding  a 
height  of  nine  Inches  above  grade  or 
extending  more  than  nine  Inches  Into 
the  required  open  area; 

(10)  Signs  as  regulated  by  Article 
6 of  this  Code,  at  locations  and  to  the 
extent  permitted  therein; 

(11)  Flagpoles  for  projecting  flags 
permitted  by  Article  6 of  this  Code; 
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(12)  Marquees,  awnings  and  canopies 
In  P,  NC,  ((and))  M.  and  RSD.  SPD. 
SLR.  SLI  and  SSO  districts,  as 
regulated  by  the  Building  Code^  and  as 
further  limited  in  Section  136.1  In  NC 
dl str 1 cts . and  other  provisions  of  this 
Code ; 

(13)  Retaining  walls  that  are 
necessary  to  maintain  approximately  the 
grade  existing  at  the  time  of 
construction  of  a building.  Other 
retaining  walls  and  the  grade 
maintained  by  them  shall  be  subject  to 
the  same  regulations  as  decks  (see 
Paragraphs  ( c ) ( 24 ) and  (c)(25)  below); 
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(14)  Steps  of  any  type  not  more 
than  three  feet  above  grade,  and 
uncovered  stairways  and  landings  not 
extending  higher  than  the  floor  level 
of  the  adjacent  first  floor  of 
occupancy  above  the  ground  story,  and, 
In  the  case  of  yards  and  usable  open 
space,  extending  no  more  than  six  feet 
into  the  required  open  area  for  any 
portion  that  Is  more  than  three  feet 
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above  grade,  provided  that  all  such 
stairways  and  landings  shall  occupy  no 
more  than  2/3  the  bu 1 1 dab 1 e width  of 
the  lot  along  a front  or  rear  building 
wall,  2/3  the  bulldable  length  of  a 
street  side  building  wall,  or  1/3  the 
length  of  all  open  areas  along  the 
bulldable  length  of  an  Interior  side 
lot  line; 

(15)  Railings  no  more  than  three 
feet  six  Inches  In  height  above  any 
permitted  step,  stairway,  landing,  fire 
escape,  deck,  porch  or  balcony,  or 
above  the  surface  of  any  other 
structure  permitted  In  the  required 
open  area; 

(16)  Decorative  railings  and 
decorative  grille  work,  other  than  wire 
mesh,  at  least  75  percent  open  to 
perpendicular  view  and  no  more  than  six 
feet  In  height  above  grade; 

(17)  Fences  no  more  than  three  feet 
In  height  above  grade; 

(18)  Fences  and  wind  screens  no 
more  than  six  feet  In  height  above 
grade ; 

(19)  Fences  and  wind  screens  no 
more  than  10  feet  In  height  above  grade; 

(20)  Normal  outdoor  recreational 
and  household  features  such  as  play 
equipment  and  drying  lines; 

(21)  Landscaping  and  garden 
furni ture ; 

(22)  Garden  structures  enclosed  by 
walls  on  no  more  than  50  percent  of 
their  perimeter,  such  as  gazebos  and 
sunshades,  If  no  more  than  eight  feet 
In  height  above  grade  and  covering  no 
more  than  60  square  feet  of  land; 

(23)  Other  structures  commonly  used 
In  gardening  activities,  such  as 
greenhouses  and  sheds  for  storage  of 
garden  tools,  If  no  more  than  eight 
feet  In  height  above  grade  and  covering 
no  more  than  100  square  feet  of  land; 

(24)  Decks,  whether  attached  to  a 
building  or  not,  at  or  below  the 
adjacent  first  floor  of  occupancy.  If 
developed  as  usable  open  space  and 
meeting  the  following  requirements: 
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(A)  Slope  of  15  percent  or  less. 
The  floor  of  the  deck  shall  not  exceed 
a height  of  three  feet  above  grade  at 
any  point  In  the  required  open  area, 
nor  shall  such  floor  penetrate  a plane 
made  by  a vertical  angle  45  degrees 
above  horizontal  with  Its  vertex  three 
feet  above  grade  at  any  lot  line 
bordering  the  required  open  area, 


(B>  Slope  of  more  than  15  percent 
and  no  more  than  70  percent.  The  floor 
of  the  deck  shall  not  exceed  a height 
of  three  feet  above  grade  at  any  point 
along  any  lot  line  bordering  the 
required  open  area,  nor  shall  such 
floor  penetrate  a plane  made  by  a 
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vertical  angle  45  degrees  above 
horizontal  with  Its  vertex  three  feet 
above  grade  at  any  lot  line  bordering 
the  required  open  area,  except  that 
when  two  or  more  lots  are  developed 
with  adjacent  decks  whose  floor  levels 
differ  by  not  more  than  three  feet, 
whether  or  not  the  lots  will  remain  In 
the  same  ownership,  each  deck  may  come 
all  the  way  to  the  lot  line  adjacent  to 
the  other  deck.  In  addition,  the 
vertical  distance  measured  up  from 
grade  to  the  floor  of  the  deck  shall 
not  exceed  seven  feet  at  any  point  In 
the  required  open  area, 


(C)  Slope  of  more  than  70  percent. 
Because  In  these  cases  the  normal 
usability  of  the  required  open  area  Is 
seriously  Impaired  by  the  slope,  a deck 
covering  not  more  than  1/3  the  area  of 
the  required  open  area  may  be  built 
exceeding  the  heights  specified  above, 
provided  that  the  light,  air,  view  and 
privacy  of  adjacent  lots  are  not 
seriously  affected.  Each  such  case 
shall  be  considered  on  Its  Individual 
merits.  However,  the  following  points 
shall  be  considered  guidelines  In  these 
cases : 
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(I)  The  deck  shall  be  designed  to 
provide  the  minimum  obstruction  to 
light,  air,  view  and  privacy. 

(II)  The  deck  shall  be  at  least 
two  feet  inside  all  side  lot  lines. 

(III)  On  downhill  slopes,  a 
horizontal  angle  of  30  degrees  drawn 
Inward  from  each  side  lot  line  at  each 
corner  of  the  rear  building  line  shall 
be  maintained  clear  and  the  deck  shall 
be  kept  at  least  10  feet  Inside  the 
rear  lot  line; 

(25)  Except  In  required  side 
yards,  decks,  and  enclosed  and 
unenclosed  extensions  of  buildings, 
when  limited  as  specified  herein: 

(A)  The  structure  shall  extend  no 
more  than  12  feet  Into  the  required 
open  area;  and  shall  not  occupy  any 
space  within  the  rear  25  percent  of  the 
total  depth  of  the  lot,  or  within  the 
rear  15  feet  of  the  depth  of  the  lot, 
whichever  Is  greater, 

(B)  Within  all  parts  of  the 
required  open  area,  the  structure  shall 
be  limited  In  height  to  either: 

(1)  10  feet  above  grade,  or 


Subject  Property 
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(11)  A height  not  exceeding  the 
floor  level  of  the  second  floor  of 
occupancy,  excluding  the  ground  story, 
at  the  rear  of  the  building  on  the 
subject  property,  In  which  case  the 
structure  shall  be  no  closer  than  five 
feet  to  any  Interior  side  lot  line, 


***!•«  Property 


City  Planning  Commission 


62 


Streets  and 
Alleys 

Setbacks 


1 

l 


Section  136 


X 


(C)  Any  fence  or  wind  screen 
extending  above  the  height  specified  In 
Subparagraph  (c)(25)(B>  shall  be 
limited  to  six  feet  above  such  height; 
shall  be  no  closer  to  any  Interior  side 
lot  line  than  one  foot  for  each  foot 
above  such  height;  and  shall  have  not 
less  than  80  percent  of  Its  surfaces 
above  such  height  composed  of 
transparent  or  translucent  materials; 

(26)  Garages  which  are  underground, 
or  under  decks  conforming  to  the 
requirements  of  Paragraph  (c)(24)  or 
(c)(25)  above,  If  their  top  surfaces 
are  developed  as  usable  open  space, 
provided  that  no  such  garage  shall 
occupy  any  area  within  the  rear  15  feet 
of  the  depth  of  the  lot; 

(27)  Garages,  where  the  average 
slope  of  the  required  open  area  ascends 
from  the  street  lot  line  to  the  line  at 
the  set-back  and  exceeds  50  percent, 
provided  the  height  of  the  garage  Is 
limited  to  10  feet  above  grade,  or  the 
floor  level  of  the  adjacent  first  floor 
of  occupancy  on  the  subject  property, 
whichever  height  Is  less; 
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(28)  Garages,  where  both  adjoining 
lots  (or  the  one  adjoining  lot  where 
the  subject  property  Is  a corner  lot) 
contain  a garage  structure  within  the 
required  set-back  line  or  front 
set-back  area  on  the  same  street  or 
alley  frontage,  provided  the  garage  on 
the  subject  property  does  not  exceed 
the  average  of  the  two  adjacent  garage 
structures  (or  the  one  adjacent  garage 
structure  where  the  subject  property  Is 
a corner  lot)  In  either  height  above 
grade  or  extension  Into  the  required 
set-back; 

(29)  Garages,  where  the  subject 
property  Is  a through  lot  having  both 
Its  front  and  Its  rear  lot  line  along 
streets,  alleys,  or  a street  and  an 
alley,  and  both  adjoining  lots  (or  the 
one  adjoining  lot  where  the  subject 
property  Is  also  a corner  lot)  contain 
a garage  structure  adjacent  to  the 
required  rear  yard  on  the  subject 
property,  provided  the  garage  on  the 
subject  property  does  not  exceed  the 
average  of  the  two  adjacent  garage 
structures  (or  the  one  adjacent  garage 
structure  where  the  subject  property  Is 
a corner  lot)  In  either  height  above 
grade  or  encroachment  upon  the  required 
rear  yard; 
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(30)  Driveways,  for  use  only  to 
provide  necessary  access  to  required  or 
permitted  parking  that  Is  located  on 
the  subject  property  other  than  In  a 
required  open  area,  and  where  such 
driveway  has  only  the  minimum  width 
needed  for  such  access((.))_L 

(31)  In  the  Outer  Clement  Street 
Nleghborhood  Commercial  District, 
outdoor  activity  area  If  used  In 
connnectlon  with  a commercial  use  on  a 
contiguous  lot  and  which  existed  In 
1978  and  has  remained  In  said  use  since 
1978. 

(d)  Notwithstanding  the  limitations 
of  Subsection  (c)  of  this  Section,  the 
following  provisions  shall  apply  in  C-3 
districts : 

(1)  Decorative  Architectural 
Features.  Decorative  architectural 
features  not  Increasing  the  Interior 
floor  area  or  volume  of  the  space 
enclosed  by  the  building  are  permitted 
over  streets  and  alleys  and  Into 
setbacks  within  the  maximum  vertical 
and  horizontal  dimensions  described  as 
fol lows : 

(A)  At  roof  level,  decorative 
features  such  as  cornices,  eaves,  and 
brackets  may  project  four  feet  with  a 
maximum  vertical  dimension  no  greater 
than  six  feet. 

(B)  At  all  levels  above  the  area  of 
minimum  vertical  clearance  required  In 
Subsection  (a)(1)  above,  decorative 
features,  such  as  belt  courses, 
entabulatures , and  bosses,  may  project 
two  feet,  with  a maximum  vertical 
dimension  of  four  feet. 
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(C)  At  all  levels  above  the  area  of 
minimum  vertical  clearance  required  by 
Subsection  (a)(1)  above,  vertical 
decorative  features,  such  as  pilasters, 
columns,  and  window  frames  (Including 
pediment  and  sills),  with  a 
cross-sectional  area  of  not  more  than 
three  square  feet  at  midpoint,  may 
project  one  foot  horizontally. 

(2)  Bay  Windows.  Notwithstanding 
the  provisions  of  Subsections  (c)(2)(D) 
and  (F)  of  this  Section,  bay  windows  on 
nonresldentlal  floors  of  a structure 
are  permitted  only  If  the  width  of  the 
bay  Is  at  least  two  times  Its  depth, 
the  total  width  of  all  bays  on  a facade 
plane  does  not  exceed  1/2  of  the  width 
of  the  facade  plane,  and  the  maximum 
horizontal  (plan)  dimensions  of  the  bay 
fit  within  the  dimensions  set  forth  in 
the  diagram  below. 
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[Sections  136.1  through  139  are  unchanged.] 

SEC.  140.  ALL  DWELLING  UNITS  TO  FACE  ON  AN  OPEN  AREA,  R,  SPD.  RSD.  SLR. 
SLI.  SSO.  NC,  C,  AND  H DISTRICTS,  (a)  In  each  dwelling  unit  in  an  R,  SPD. 

RSD.  SLR.  SLI.  SSO.  NC,  CA  or  M District,  the  required  windows  (as  defined  by 
Section  501.4  of  the  San  Francisco  Housing  Code)  of  at  least  one  room  that 
meets  the  120-square  foot  minimum  superficial  floor  area  requirement  of 
Section  501.1  of  the  Housing  Code  shall  face  directly  on  an  open  area  of  one 
of  the  fol lowing  types : 

(1)  A public  street,  public  alley  at  least  25  feet  In  width,  side  yard 
at  least  25  feet  In  width,  or  rear  yard  meeting  the  requirements  of  this  Code; 
provided,  that  If  such  windows  are  on  an  outer  court  whose  width  is  less  than 
25  feet,  the  depth  of  such  court  shall  be  no  greater  than  Its  width;  or 


(2)  An  open  area  (whether  an  inner  court  or  a space  between  separate 
buildings  on  the  same  lot)  which  Is  unobstructed  (except  for  fire  escapes  not 
projecting  more  than  necessary  for  safety  and  In  no  case  more  than  four  feet 
six  Inches,  chimneys,  and  those  obstructions  permitted  In  Sections 
136(c)(14),(15),(16),(19),(20)  and  (29)  of  this  Code)  and  Is  no  less  than  25 
feet  in  every  horizontal  dimension  for  the  floor  at  which  the  dwelling  unit  In 
question  is  located  and  the  floor  Immediately  above  It,  with  an  Increase  of 
five  feet  In  every  horizontal  dimension  at  each  subsequent  floor. 

SEC.  141.  SCREENING  OF  ROOFTOP  FEATURES  R,  NC,  C,  ((AND))  M.  SPD.  RSD. 
SLR.  SLI  AND  SSO  DISTRICTS,  (a)  In  R,  SPD.  RSD.  NC,  C^  ((and))  M.  SLR.  SLI 
and  SSO  Districts,  rooftop  mechanical  equipment  and  appurtenances  to  be  used 
In  the  operation  or  maintenance  of  a building  shall  be  arranged  so  as  not  to 
be  visible  from  any  point  at  or  below  the  roof  level  of  the  subject  building. 
This  requirement  shall  apply  In  construction  of  new  buildings,  and  In  any 
alteration  of  mechanical  systems  of  existing  buildings  that  results  In 
significant  changes  In  such  rooftop  equipment  and  appurtenances.  The  features 
so  regulated  shall  In  all  cases  be  either  enclosed  by  outer  building  walls  or 
parapets,  or  grouped  and  screened  In  a suitable  manner,  or  designed  In 
themselves  so  that  they  are  balanced  and  Integrated  with  respect  to  the  design 
of  the  building.  Minor  features  not  exceeding  one  foot  In  height  shall  be 
exempted  from  this  regulation. 
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(b)  In  C-3  Districts,  whenever  the  enclosure  or  screening  of  the 

features  listed  In  Section  260(b)(1)(A)  and  (B),  will  be  visually  prominent, 
modifications  may,  In  accordance  with  provisions  of  Section  309,  be  required 
In  order  to  Insure  that:  (1)  the  enclosure  or  screening  Is  designed  as  a 

logical  extension  of  the  building  form  and  an  Integral  part  of  the  overall 
building  design;  (2)  Its  cladding  and  detailing  Is  comparable  In  quality  to 
that  of  the  rest  of  the  building;  (3)  If  enclosed  or  screened  by  additional 
volume,  as  authorized  by  Section  260(b),  the  rooftop  form  Is  appropriate  to 
the  nature  and  proportions  of  the  building,  and  Is  designed  to  obscure  the 
rooftop  equipment  and  appurtenances  and  to  provide  a more  balanced  and 
graceful  silhouette  for  the  top  of  the  building  or  stucture;  and  (4)  the 
additional  building  volume  Is  not  distributed  In  a manner  which  simply  extends 
vertically  the  walls  of  the  building. 

(c)  In  the  Rincon  Hill  Special  Use  District  and  South  of  Market  Base 
District . mechanical  equipment  and  appurtenances  shall  be  enclosed  In  such  a 
manner  that:  (1)  the  enclosure  Is  designed  as  a logical  extension  of  the 
building  form  and  an  Integral  part  of  the  overall  building  design;  (2)  Its 
cladding  and  detailing  Is  comparable  In  quality  to  that  of  the  rest  of  the 
building;  (3)  if  screened  by  additional  volume,  as  authorized  by  Section 
260(b),  the  rooftop  form  Is  appropriate  to  the  nature  and  proportions  of  the 
building,  and  Is  designed  to  obscure  the  rooftop  equipment  and  appurtenances 
and  to  provide  a more  balanced  and  graceful  silhouette  for  the  top  of  the 
building  or  structure;  and  (4)  the  additional  building  volume  Is  not 
distributed  In  a manner  which  simply  extends  vertically  the  walls  of  the 
building. 

(d)  Off-street  parking  or  freight  loading  spaces  shall  only  be 

permitted  on  unenclosed  r.ooftoa&-wteiLltjfc.  parking  area  Is  sc.tg.eped  with 

f ending,  trellises  and/pr  other  landscaped  screening.  feature?  such  that  parked 
vehicles  cannot  be  viewed  from,  adjacent .bui.ldlQfl5J-.fi..l£yflLtftdl.f£fifi.Mys.. or public 

vista,  points-. 

[Section  142  Is  unchanged.] 

SEC.  143.  STREET  TREES,  R,  SPD.  RSD.  NC,  C-3,  SLR.  SLI.  AND  SSO  DISTRICTS. 

(a)  In  any  R,  SPD.  RSD.  NC,  ((or))  C-3^  SLR.  SLI.  or  SSO  District,  street 

trees  shall  be  Installed  by  the  owner  or  developer  In  the  case  of  construction 
of  a new  building,  relocation  of  a building,  or  addition  of  gross  floor  area 
equal  to  20  percent  or  more  of  the  gross  floor  area  of  an  existing 
bu 1 1 d 1 ng ( ( . )>  and,  within  the  RED.  SPD.  RSD.  SLR.  SLI  and  SSO  Districts.  In 
the_case  of  change  of  use  of  occupied  floor  area  equal  to  20  percent  or  more 
of  the  occupied  floor  area  of  an  existing  building. 

(b)  The  street  trees  Installed  shall  be  a minimum  of  one  tree  of 
15-gallon  size  for  each  20  feet  of  frontage  of  the  property  along  each  street 
or  alley,  with  any  remaining  fraction  of  10  feet  or  more  of  frontage  requiring 
an  additional  tree.  Such  trees  shall  be  located  either  within  a setback  area 
on  the  lot  or  within  the  public  right-of-way  along  such  lot. 

(c)  The  species  of  trees  selected  shall  be  suitable  for  the  site,  and. 
In  the  case  of  trees  Installed  In  the  public  right-of-way,  the  species  and 
locations  shall  be  subject  to  approval  by  the  Department  of  Public  Works. 
Procedures  and  other  requirements  for  the  Installation,  maintenance  and 
protection  of  trees  In  the  public  right-of-way  shall  be  as  set  forth  In 
Article  16  of  the  Public  Works  Code. 
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(d)  In  any  case  in  which  the  Department  of  Public  Works  cannot  grant 
approval  for  Installation  of  a tree  in  the  public  right-of-way,  on  the  basis 
of  Inadequate  sidewalk  width,  interference  with  utilities  or  other  reasons 
regarding  the  public  welfare,  and  where  Installation  of  such  tree  on  the  lot 
Itself  Is  also  Impractical,  the  requirements  of  this  Section  143  may  be 
modified  or  waived  by  the  Zoning  Administrator  to  the  extent  necessary. 

(e)  In  C-3  and  South  of  Market  Districts,  the  Zoning  Administrator  may 
allow  the  Installation  of  planter  boxes  or  tubs  or  similar  landscaping  In 
place  of  trees  when  that  is  determined  to  be  more  desirable  in  order  to  make 
the  landscaping  compatible  with  the  character  of  the  surrounding  area,  or  may 
waive  the  requirement  In  C-3  districts  where  landscaping  Is  considered  to  be 
Inappropriate  because  It  conflicts  with  policies  of  the  Downtown  Plan,  a 
component  of  the  Master  Plan,  such  as  the  policy  favoring  unobstructed 
pedestrian  passage. 


[Sections  144  through  146  are  unchanged.] 

SEC.  147.  REDUCTION  OF  SHADOWS  ON  CERTAIN  PUBLIC  OR  PUBLICLY  ACCESSIBLE 
OPEN  SPACES  IN  C-3_*  RSD.  SLR.  SLI  or  SSO  DISTRICTS.  New  buildings  and 
additions  to  existing  buildings  In  C-3  Districts  and  new  bul Idlnas  and 
additions  to_existinq  buildings  In  RSD.  SLR.  SLI  or  SSO  Districts  where  the 
new  or  existing  building  height  exceeds  50  feet  shall  be  shaped,  consistent 
with  the  dictates  of  good  design  and  without  unduly  restricting  the 
development  potential  of  the  site  In  question,  to  reduce  substantial  shadow 
Impacts  on  public  plazas  and  other  publicly  accessible  spaces  other  than  those 
protected  under  Section  295.  In  determining  the  Impact  of  shadows,  the 
following  factors  shall  be  taken  Into  account:  The  amount  of  area  shadowed, 

the  duration  of  the  shadow,  and  the  Importance  of  sunlight  to  the  type  of  open 
space  being  shadowed.  Determinations  under  this  Section  with  respect  to  C-3 
Districts  shall  be  made  In  accordance  with  the  provisions  of  Section  309. 

[Sections  148  through  150  are  unchanged.] 


SEC.  151.  SCHEDULE  OF  REQUIRED  OFF-STREET  PARKING  SPACES.  Off-street 
parking  spaces  shall  be  provided  In  the  minimum  quantities  specified  In  the 
following  table,  except  as  otherwise  provided  In  Section  161  of  this  Code. 
Where  the  building  or  lot  contains  uses  In  more  than  one  of  the  categories 
listed,  parking  shall  be  provided  as  required  In  Section  153  of  this  Code. 
Where  off-street  parking  Is  provided  which  exceeds  certain  amounts  In  relation 
to  the  quantities  specified  In  this  table,  as  set  forth  In  Section  204.5  of 
this  Code,  such  parking  shall  be  classified  not  as  accessory  parking  but  as 
either  a principal  or  a conditional  use,  depending  upon  the  use  provisions 
applicable  to  the  district  In  which  the  parking  Is  located.  In  considering  an 
application  for  a conditional  use  for  any  such  parking,  due  to  the  amount 
being  provided,  the  City  Planning  Commission  shall  consider  the  criteria  set 
forth  In  Section  157  of  this  Code. 
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OFF- 


Use  or  Activity 

Dwelling,  except 
as  specified  below 

Dwelling^.  RSD.  RC-4  and 
C-3  districts 

Dwelllijg,  spec  1 f 1 - 
cal ly  designed  for 
and  occupied  by 
senior  citizens  or 
physically  handi- 
capped persons,  as 
defined  and  regulated 
by  Section  209.  Km) 
of  this  Code 

Group  housing  of 
any  kind 


Hotel , 1 nn  or  hostel  1 n 
NC  districts 


Hotel , Inn  or  hostel  In 
districts  other  than  NC 


Motel 


Mobile  home  park 


Table  151 

•STREET  PARKING  SPACES  REQUIRED 

Number  of  Off-Street  Parking 
Spaces  Required 

One  for  each  dwelling  unit. 


One  for  each  four  dwelling 
units . 

One-fifth  the  number  of  spaces 
specified  above  for  the 
district  In  which  the 
dwelling  Is  located. 


One  for  each  three  bedrooms  or 
for  each  six  beds,  whichever 
results  In  the  greater  re- 
quirement, plus  one  for  the 
manager's  dwelling  unit  If 
any,  with  a minimum  of  two 
spaces  required. 

0.8  for  each  guest  bedroom 
where  the  number  of  guest  rooms 
exceeds  five. 

One  for  each  16  guest  bedrooms 
where  the  number  of  guest 
bedrooms  exceeds  23,  plus  one 
for  the  manager's  dwelling 
unit,  If  any. 

One  for  each  guest  unit,  plus 
one  for  the  manager's  dwelling 
unit,  If  any. 

One  for  each  vehicle  or 
structure  In  such  park,  plus 
one  for  the  manager's  dwelling 
unit,  If  any. 
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Table  151  (Con't) 


Use  or  Activity 

Hospital  or  other 
In-patient  medical 
institution 


Residential  care 
facility 


Child  care  facility 


Elementary  school 

Secondary  school 

Post-secondary 

educational 

Institution 

Church  or  other 

religious 

Institution 

Theater  or 
auditorium 


Stadium  or  sports 
arena 


Number  of  Off-Street  Parking 
Spaces  Required 

One  for  each  eight  beds  ex- 
cluding bassinets  or  for  each 
2,400  square  feet  of  gross 
floor  area  devoted  to 
sleeping  rooms,  whichever 
results  In  the  greater 
requirement,  provided  that 
these  requirements  shall  not 
apply  If  the  calculated  number 
of  spaces  Is  no  more  than  two. 

One  for  each  10  residents, 
where  the  number  of  residents 
exceeds  nine. 

One  for  each  25  children  to  be 
accommodated  at  any  one  time, 
where  the  number  of  such 
children  exceeds  24. 

One  for  each  six  classrooms. 

One  for  each  two  classrooms. 

One  for  each  two  classrooms. 


One  for  each  20  seats  by  which 
the  number  of  seats  In  t-he 
main  auditorium  exceeds  200. 

One  for  each  eight  seats  up  to 
1,000  seats  where  the  number 
of  seats  exceeds  50  seats, 
plus  one  for  each  10  seats  in 
excess  of  1 ,000. 

One  for  each  15  seats. 


Medical  or  dental 
office  or  out- 
patient clinic 


One  for  each  300  square  feet  of 
occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  5,000  square  feet. 
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Use  or  Activity 


engineers  and 
other  design 

professionals 


Other  business 
office 


Restaurant,  bar. 
nightclub,  pool 
hal 1 , dance  ha  1 1 , 
bowl  1 ng  alley  or 
other  similar 
enterprl se 

Retail  space  devoted 
to  the  handling  of 
bulky  merchandise 
such  as  motor 
vehicles,  machinery 
or  furniture 

Greenhouse  or  plant 
nursery 


Other  retail  space 


Table  151  (Con't) 


Number  of  Off-Street  Parking 
Spaces  Required 

One  for  each  1,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area  exceeds 
5.Q0Q  square  fg.ei. 


One  for  each  500  square  feet  of 
occupied  floor  area,  where  the 
occupied  floor  area  exceeds 
5,000  square  feet^  except  one 
for  each  750  square  feet 
within  the  SSO  District,  where 
the  occupied  floor  area 
exceeds  5.000  square  feet. 

One  for  each  200  square  feet  of 
occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  5,000  square  feet. 


One  for  each  1,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  5,000  square  feet. 


One  for  each  4,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  5,000  square  feet. 

One  for  each  500  square  feet 
of  occupied  floor  area  up  to 
20,000  where  the  occupied 
floor  area  exceeds  5,000 
square  feet,  plus  one  for  each 
250  square  feet  of  occupied 
floor  area  In  excess  of  20,000. 
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Table.  151  (Con't) 


Use  or  Activity 


Service,  repair  or 
wholesale  sales  space^ 
Including  personal . home 
or  business  service  space 
In  South  of  Market  districts 

Mortuary 

Storage  or  warehouse 
space,  and  space 
devoted  to  any  use 
first  permitted  in 
an  M-2  district 

Arts  activities  and 
spaces  except  theaters 
or  auditoriums 


Other 

manufacturing  and 
Industrial  uses 


Live/work  units 


Number  of  Off-Street  Parking 
Spaces  Required 


One  for  each  1,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  5,000  square  feet. 


Five. 

One  for  each  2,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  10,000  square  feet. 


One  for  each  2,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area  exceeds 
7,500  square  feet. 

One  for  each  1,500  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area 
exceeds  7,500  square  feet. 

One  for  each  2,000  square  feet 
of  occupied  floor  area,  where 
the  occupied  floor  area  exceeds 
7,500  square  feet,  except  In  RH 
or  RM  Districts,  within  which 
the  requirement  shall  be  one 
space  for  each  live/work  unit. 
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SEC.  152.  SCHEDULE  OF  REQUIRED  OFF-STREET  FREIGHT  LOADING  SPACES  IN 
DISTRICTS  OTHER  THAN  C-3  OR  SOUTH  OF  MARKET.  In  districts  other  than  C-3  MSL 
the  South  of  Market  Districts,  off-street  freight  loading  spaces  shall  be 
provided  In  the  minimum  quantities  specified  In  the  following  table,  except  as 
otherwise  provided  In  Section  161  of  this  Code.  The  measurement  of  gross 
floor  area  shall  be  as  defined  In  this  Code,  except  that  nonaccessory  parking 
spaces  and  driveways  and  maneuvering  areas  Incidental  thereto  shall  not  be 
counted. 


Table  152 

OFF-STREET  FREIGHT  LOADING  SPACES  REQUIRED 
(OUTSIDE  C-3  AND  SOUTH  OF  MARKET  DISTRICTS) 


Use  ((of))  or  Activity 


Gross  Floor  Area 
of  Structure  or 
Use  (sq.ft.) 


Number  of  Off- 
Street  Freight 
Loading  Spaces 
Required 


Retail  stores. 

0-  10,000 

wholesaling, 

10,001-  60,000 

manufacturing , 

60,001-100,000 

live/work  units  In 
newly  constructed 
structures,  and 
al 1 other  uses 
prlmarl ly  engaged 
In  the  handl 1 ng  of 
goods . 

over  100,000 

Offices,  hotels, 

0-100,000 

apartments,  live/ 

100,001-200,000 

work  units  not 

200,001-500,000 

Included  above, 
and  al 1 other 
uses  not 
Included  above. 

over-500,000 

0 

1 

2 

3 plus  1 for 
each  additional 
80,000  sq.ft. 


0 

1 

2 

3 plus  1 for 
each  additional 
400,000  sq.ft. 


SEC.  1 52 . ( (5) )1  REQUIRED  OFF-STREET  FREIGHT  LOADING  AND  SERVICE  VEHICLE 
SPACES  IN  C-3  AND  SOUTH  OF  .MARKET  DISTRICTS.  In  C-3  and  South  of  Market 
Districts.*  off-street  freight  loading  spaces  shall  be  provided  In  the  minimum 
quantities  specified  In  the  following  Table  1 52 . ( ( 5) )J_,  except  as  otherwise 
provided  In  Sections  153(a)(6)  and  161  of  this  Code.  The  measurement  of  gross 
floor  area  shall  be  as  defined  In  this  Code,  except  that  nonaccessory  parking 
spaces  and  driveways  and  maneuvering  areas  Incidental  thereto  shall  not  be 
counted. 
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Table  152.((5))i 

OFF-STREET  FREIGHT  LOADING  SPACES  REQUIRED 


Gross  Floor  Area 
of  Structure  or 

Use  ((of))  or  Activity  Use  (sq.  ft.) 
Offices  and  Banks^ 


Retail  stores, 
restaurants , 


bars^  nighttime 


drug  stores^ 


0-10,000 
10,001-30,000 
30,000-50,000 
over  50,000 


Number  of  Off- 
Street  Freight 
Loading  Spaces 
Required 

0.1  space  per 
10,000  sq.ft,  of 
gross  floor  area 
(to  closest  whole 
number  per  Section 
153) 


0 

1 

2 

1 space  per  25,000 
sq.ft,  of  gross 
floor  area  (to 
closest  whole 
number  per  Section 
153) 


Wholesaling, 
manufacturing,  and  al 1 
other  uses  primarily 
engaged  In  handling 
goods,  and  live/work 
units  in  newly  constructed 
buildings  within  South  of 


0-10,000 
10,001-50,000 
over  50,000 


0 

1 

0.21  spaces  per 
10,000  sq.ft,  of 
gross  floor  area 
(to  closest  whole 
number  per  Section 
153) 


Hotels,  apartments^ 
live/work  units  not 
Included  above, 
and  al 1 other  uses 
not  Included  above^ 


0-100,000 
100,001-200,000 
200,001-500,000 
over  500,000 


0 

1 

2 

3 plus  1 space  for 
each  additional 
400,000  sq.ft. 
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SEC.  153.  RULES  FOR  CALCULATION  OF  REQUIRED  SPACES,  (a)  In  the 
calculation  of  off-street  parking  and  freight  loading  spaces  required  under 
Sections  151.  152.  and  152. <<5>>1,  the  following  rules  shall  apply: 

(1)  In  the  case  of  mixed  uses  in  the  same  structure,  on  the  same  lot  or 
In  the  same  development,  or  more  than  one  type  of  activity  involved  in  the 
same  use,  the  total  requirements  for  off-street  parking  and  loading  spaces 
shall  be  the  sum  of  the  requirements  for  the  various  uses  or  activities 
computed  separately,  Including  fractional  values. 

(2)  Where  an  initial  quantity  of  floor  area,  rooms,  seats  or  other  form 
of  measurement  Is  exempted  from  off-street  parking  or  loading  requirements, 
such  exemption  shall  apply  only  once  to  the  aggregate  of  that  form  of 
measurement.  If  the  Initial  exempted  quantity  Is  exceeded,  for  either  a 
structure  or  a lot  or  a development,  the  requirement  shall  apply  to  the  entire 
such  structure,  lot  or  development,  unless  the  contrary  Is  specifically  stated 
in  this  Code.  In  combining  the  requirements  for  use  categories  In  mixed  use 
buildings,  all  exemptions  for  Initial  quantities  of  square  footage  for  the 

u 5 e s in  question  shall  be  disregarded,  excepting  the  exemption  for  the  Initial 
auan_t.lly_which  is  the  least  among  all- the  uses  In  question., 

(3)  Where  a structure  or  use  Is  divided  by  a zoning  district  boundary 
line,  the  requirements  as  to  quantity  of  off-street  parking  and  loading  spaces 
shall  be  calculated  In  proportion  to  the  amount  of  such  structure  or  use 
located  In  each  zoning  district. 

(4)  Where  seats  are  used  as  the  form  of  measurement,  each  22  Inches  of 
space  on  benches,  pews  and  similar  seating  facilities  shall  be  considered  one 
seat. 

(5)  When  the  calculation  of  the  required  number  of  off-street  parking 
or  freight  loading  spaces  results  In  a fractional  number,  a fraction  of  1/2  or 
more  shall  be  adjusted  to  the  next  higher  whole  number  of  spaces,  and  a 
fraction  of  less  than  1/2  may  be  disregarded. 

(6)  In  C-3  and  South  of  Market  Districts,  substitution  of  two  service 
vehicle  spaces  for  each  required  off-street  freight  loading  space  may  be  made, 
provided  that  a minimum  of  50  percent  of  the  required  number  of  spaces  are 
provided  for  freight  loading.  Where  the  50  percent  allowable  substitution 
results  In  a fraction,  the  fraction  shall  be  disregarded. 

(b)  The  requirements  for  off-street  parking  and  loading  for  any  use  not 
specifically  mentioned  In  Sections  151  and  152  shall  be  the  same  as  for  a use 
specified  which  Is  similar,  as  determined  by  the  Zoning  Administrator. 

SEC.  154.  MINIMUM  DIMENSIONS  FOR  REQUIRED  OFF-STREET  PARKING,  FREIGHT 
LOADING  AND  SERVICE  VEHICLE  SPACES. (a) Parkl ng  Spaces. 

(1)  Every  required  off-street  parking  space  shall  have  a minimum  area 
of  160  square  feet,  except  as  specified  In  Paragraph  (a)(2)  below  . Every 
required  space  shall  be  of  usable  shape.  The  area  of  any  such  space  shall  be 
exclusive  of  driveways,  aisles  and  maneuvering  areas. 
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(2)  In  the  case  of  any  structure  or  use  for  which  four  or  more 
off-street  parking  spaces  are  required,  the  fourth  such  space  may  be  a compact 
car  space,  and  for  each  two  spaces  required  In  excess  of  four  the  second  such 
space  may  be  a compact  car  space.  For  this  purpose  every  compact  car  space 
shall  have  a minimum  area  of  127.5  square  feet  and  shall  be  specifically 
marked  and  Identified  as  a compact  car  space.  For  dwelling  units  or  group 
housing  within  RED.  SPD.  RSD.  SLR.  SLI  or  SSO  Districts.  100  percent  compact 

s i zes_.sha.LL.be  permitted- 

(3)  Ground  floor  Ingress  and  egress  to  any  off-street  parking  spaces 
provided  for  a structure  or  use,  and  all  spaces  to  be  designated  as 
preferential  carpool  or  van  pool  parking,  and  their  associated  driveways, 
aisles  and  maneuvering  areas,  shall  maintain  a minimum  vertical  clearance  of 
seven  feet. 

Freight  Loading  and  Service  Vehicle  Spaces.  Every  required 
off-street  freight  loading  space  shall  have  a minimum  length  of  35  feet,  a 
minimum  width  of  12  feet,  and  a minimum  vertical  clearance  Including  entry  and 
exit  of  14  feet,  except  as  provided  below. 

(1)  Minimum  dimensions  specified  herein  shall  be  exclusive  of  platform, 
driveways  and  maneuvering  areas  except  that  minimum  vertical  clearance  must  be 
maintained  to  accommodate  variable  truck  height  due  to  driveway  grade. 

(2)  The  first  such  space  required  for  any  structure  or  use  shall  have  a 
minimum  width  of  10  feet,  a minimum  length  of  25  feet,  and  a minimum  vertical 
clearance,  Including  entry  and  exit,  of  12  feet. 

(3)  Each  substituted  service  vehicle  space  provided  under  Section 
153(a)(6)  of  this  Code  shall  have  a minimum  width  of  eight  feet,  a minimum 
length  of  20  feet,  and  a minimum  vertical  clearance  of  seven  feet. 

SEC.  155.  GENERAL  STANDARDS  AS  TO  LOCATION  AND  ARRANGEMENT  OF 
OFF-STREET  PARKING,  FREIGHT  LOADING  AND  SERVICE  VEHICLE  FACILITIES.  Required 
off-street  parking  and  freight  loading  facilities  shall  meet  the  following 
standards  as  to  location  and  arrangement.  In  addition,  facilities  which  are 
not  required  but  are  actually  provided  shall  meet  the  following  standards 
unless  such  standards  are  stated  to  be  applicable  solely  to  required 
facilities.  In  application  of  the  standards  of  this  Code  for  off-street 
parking  and  loading,  reference  may  be  made  to  provisions  of  other  portions  of 
the  Municipal  Code  concerning  off-street  parking  and  loading  facilities,  and 
to  standards  of  the  Bureau  of  Engineering  of  the  Department  of  Public  Works. 
Final  authority  for  the  application  of  such  standards  under  this  Code,  and  for 
adoption  of  regulations  and  interpretations  In  furtherance  of  the  stated 
provisions  of  this  Code  shall,  however,  rest  with  the  Department  of  City 
Planning. 

(a)  Every  required  off-street  parking  or  loading  space  shall  be  located 
on  the  same  lot  as  the  use  served  by  It,  except  as  provided  in  Sections  159, 
160  and  161  of  this  Code. 
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(b)  Every  required  off-street  parking  or  loading  space  shall  be  located 
In  Its  entirety  within  the  lot  lines  of  private  property. 

(c)  Every  off-street  parking  or  loading  space  shall  have  adequate  means 
of  Ingress  from  and  egress  to  a street  or  alley.  Every  required  off-street 
parking  or  loading  space  shall  be  Independently  accessible,  with  the  exception 
of  a parking  space  for  a minor  second  dwelling  unit  In  an  RH-l(S)  District. 

In  C-3  Districts,  If  It  Is  found.  In  accordance  with  the  provisions  of  Section 
309,  that  Independently  accessible  spaces  are  Infeasible  due  to  site 
constraints,  or  If  It  Is  found  In  South  of  Market  Districts,  pursuant  to 
Section  307(g)  of  this  Code,  that  Independently  accessible  spaces  for 
n on -residential  activities  are. -Infeasible  due  to  site  constraints  or  that 
valet  parking  would  provide  a more  convenient  and  efficient  means  of  serving 
business  clients,  the  substitution  of  attendant  parking  spaces  for 
Independently  accessible  spaces  may  be  approved.  Access  to  off-street  loading 
spaces  shall  be  from  alleys  In  preference  to  streets. 

In  C-3  Districts,  where  there  Is  a choice,  access  to  off-street  parking 
and  loading  spaces  shall  be  from  streets  and  alleys  which  are  not  part  of  the 
pedestrian  network  and  minor  streets  rather  than  transit  preferential  streets 
or  major  arterial  streets,  all  as  Identified  In  the  Downtown  Plan,  a component 
of  the  Master  Plan. 

Adequate  reservoir  space  shall  be  provided  on  private  property  for 
entrance  of  vehicles  to  off-street  parking  and  loading  spaces,  except  with 
respect  to  spaces  Independently  accessible  directly  from  the  street. 

(d)  All  off-street  freight  loading  and  service  vehicle  spaces  In  the 
C-3-0,  C-3-R^  ((and))  C-3-G.  and  South  of  Market  Districts  shall  be  completely 
enclosed  and  access  from  a public  street  or  alley  shall  be  provided  by  means 
of  a private  service  driveway,  which  Is  totally  contained  within  the 
structure.  Such  a private  service  driveway  shall  Include  adequate  space  to 
maneuver  trucks  and  service  vehicles  Into  and  out  of  all  provided  spaces,  and 
shall  be  designed  so  as  to  facilitate  access  to  the  subject  property  while 
minimizing  Interference  with  street  and  sidewalk  circulation.  Any  such 
private  service  driveway  shall  be  of  adequate  width  to  accommodate  drive-in 
movement  from  the  adjacent  curb  or  Inside  traffic  lane  but  shall  In  no  case 
exceed  30  feet.  Notwithstanding  the  foregoing,  If  an  adlacent  street  or  alley 
is. determined  to  be  primarily  used  for  building  service,  ((up  to  four  spaces 
may  be  allowed,))  pursuant  to  the  provisions  of  Section  309  In  a C-3-0.  C-3-R 
or. .C.-3-G  District,  or  the  provisions  of  Section  307(g)  In  a South  of  Market 
District,  up  to  four  spaces  may  be  allowed  to  be  Individually  accessible 
directly  from  such  a street  or  alley  ((which  Is  primarily  used  for  building 
service)). 

(e)  In  a C-3  or  South.. Qf  Market  District,  where  site  constraints  would 
make  a consolidated  freight  loading  and  service  vehicle  facility  Impractical, 
service  vehicle  spaces  required  by  Sections  153(a)(6)  and  154(b)(3)  of  this 
Code  may  be  located  In  a parking  garage  for  the  structure  or  other  location 
separate  from  freight  loading  spaces. 
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(f)  In  a C-3  or  South  of  Market  District,  whenever  off-street  freight 
loading  spaces  are  provided,  freight  elevators  Immediately  accessible  from  the 
loading  dock  shall  be  provided  to  all  floors  which  contain  uses  that  are 
included  In  the  calculation  of  required  number  of  freight  loading  spaces.  If 
freight  loading  facilities  are  subterranean,  the  location  and  operation  of 
freight  elevators  shall  be  designed,  where  feasible,  to  discourage  use  of 
freight  elevators  for  deliveries  from  the  ground  floor.  Directories  of 
building  tenants  shall  be  provided  at  all  freight  elevators.  A raised  loading 
dock  or  receiving  area  shall  be  provided  with  sufficient  dimensions  to  provide 
for  short-term  storage  of  goods.  All  required  freight  loading  and  service 
vehicle  spaces  shall  be  made  available  only  to  those  vehicles  at  all  times, 
and  provision  shall  be  made  to  minimize  Interference  between  freight  loading 
and  service  operations,  and  garbage  dumpster  operations  and  storage. 

(g)  In  order  to  discourage  long-term  commuter  parking,  any  off-street 
parking  spaces  provided  for  a structure  or  use  other  than  residential  or  hotel 
In  a C-3  District,  whether  classified  as  an  accessory  or  conditional  use, 
which  are  otherwise  available  for  use  for  long-term  parking  by  downtown 
workers  shall  maintain  a rate  or  fee  structure  for  their  use  such  that  the 
rate  charge  for  four  hours  of  parking  duration  Is  no  more  than  four  times  the 
rate  charge  for  the  first  hour,  and  the  rate  charge  for  eight  or  more  hours  of 
parking  duration  Is  no  less  than  10  times  the  rate  charge  for  the  first  hour. 
Additionally,  no  discounted  parking  rate  shall  be  permitted  for  weekly, 
monthly  or  similar  time-specific  periods. 

(h>  The  Internal  layout  of  off-street  parking  and  loading  spaces, 
driveways,  aisles  and  maneuvering  areas  shall  be  according  to  acceptable 
standards,  and  all  spaces  shall  be  clearly  marked. 

(1)  For  each  25  off-street  parking  spaces  provided,  one  such  space  shall 
be  designed  and  designated  for  handicapped  persons. 

(j)  For  each  20  off-street  parking  spaces  provided,  one  space  shall  be 
provided  for  parking  of  a bicycle. 

(k)  Off-street  parking  and  loading  facilities  shall  be  arranged  so  as  to 
prevent  encroachments  upon  sidewalk  areas  and  adjacent  properties,  In  the 
maneuvering,  standing  and  storage  of  vehicles,  by  means  of  the  layout  of 
facilities  and  by  use  of  bumper  or  wheel  guards  or  such  other  devices  as  are 
necessary. 

(l)  Driveways  crossing  sidewalks  shall  be  no  wider  than  necessary  for 
Ingress  and  egress,  and  shall  be  arranged,  to  the  extent  practical,  so  as  to 
minimize  the  width  and  frequency  of  curb  cuts,  to  maximize  the  number  and  size 
of  on-street  parking  spaces  available  to  the  public,  and  to  minimize  conflicts 
with  pedestrian  and  transit  movements. 

(m)  Every  off-street  parking  or  loading  facility  shall  be  suitably  graded, 
surfaced,  drained  and  maintained. 

(n)  Off-street  parking  and  loading  spaces  shall  not  occupy  any  required 
open  space,  except  as  specified  In  Section  136  of  this  Code. 

(o)  No  area  credited  as  all  or  part  of  a required  off-street  parking  space 
shall  also  be  credited  as  all  or  part  of  a required  off-street  loading  space, 
or  used  as  all  or  part  of  an  unrequired  off-street  loading  space.  No  area 
credited  as  all  or  part  of  a required  off-street  loading  space  shall  also  be 
credited  as  all  or  part  of  a required  off-street  parking  space,  or  used  as  all 
or  part  of  an  unrequired  off-street  parking  space. 
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(р)  Any  off-street  freight  loading  area  located  within  50.  feet  of  any  R 
District  shall  be  completely  enclosed  within  a building  If  such  freight 
loading  area  Is  used  In  regular  night  operation. 

(fl)  Rooftop  parking  shall  be  screened  as  provided  In  Section  14Ud;  Of 

this  Code- 

SEC.  156.  PARKING  LOTS,  (a)  A "parking  lot"  Is  hereby  defined  as  an 
off-street  open  area  or  portion  thereof  solely  for  the  parking  of  passenger 
automobiles.  Such  an  area  or  portion  shall  be  considered  a parking  lot 
whether  or  not  on  the  same  lot  as  another  use,  whether  or  not  required  by  this 
Code  for  any  structure  or  use,  and  whether  classified  as  an  accessory, 
principal  or  conditional  use. 

(b)  Where  parking  lots  are  specified  In  Articles  2 or  7 of  this  Code  as  a 
use  for  which  conditional  use  approval  Is  required  In  a certain  district,  such 
conditional  use  approval  shall  be  required  only  for  such  parking  lots  In  such 
district  as  are  not  qualified  as  accessory  uses  under  Section  204.5  of  this 
Code.  The  provisions  of  this  Section  156  shall,  however,  apply  to  all  parking 
lots  whether  classified  as  accessory,  principal  or  conditional  uses. 

(с)  In  considering  any  application  for  a conditional  use  for  a parking  lot 
for  a specific  use  or  uses,  where  the  amount  of  parking  provided  exceeds  the 
amount  classified  as  accessory  parking  In  Section  204.5  of  this  Code,  the  City 
Planning  Commission  shall  consider  the  criteria  set  forth  In  Section  157. 

(d)  Any  parking  lot  for  the  parking  of  two  or  more  automobiles  which 
adjoins  a lot  In  any  R District,  or  which  faces  a lot  In  any  R District  across 
a street  or  alley,  shall  be  screened  from  view  therefrom,  except  at  driveways 
necessary  for  Ingress  and  egress,  by  a solid  fence,  a solid  wall,  or  a compact 
evergreen  hedge,  not  less  than  four  feet  In  height. 

(e)  Any  parking  lot  for  the  parking  of  10  or  more  automobiles  within  the 
C-3-0,  C-3-R,  C-3-S,  or  C-3-G  Districts  shall  be  screened  from  view  from  every 
street,  except  at  driveways  necessary  for  Ingress  and  egress,  by  a solid 
fence,  a solid  wall,  or  a compact  evergreen  hedge,  not  less  than  four  feet  In 
height. 

(f)  All  artificial  lighting  used  to  Illuminate  a parking  lot  for  any 
number  of  automobiles  In  any  R,  NC,  C.  or  South  of  Market  D1str1ct((s))  shall 
be  so  arranged  that  all  direct  rays  from  such  lighting  fall  entirely  within 
such  parking  lot. 

(g)  No  parking  lot  for  any  number  of  automobiles  shall  have  conducted  upon 
It  any  dead  storage  or  dismantling  of  vehicles,  or  any  repair  or  servicing  of 
vehicles  other  than  of  an  emergency  nature. 

(h)  No  permanent  parking  lot  shall  be  permitted  In  C-3-0,  C-3-R,  and  C-3-G 
Districts;  temporary  parking  lots  may  be  approved  as  conditional  uses  pursuant 
to  the  provisions  of  Section  303  for  a period  not  to  exceed  two  years  from  the 
date  of  approval;  permanent  parking  lots  In  C-3-S  Districts  shall  be  permitted 
only  as  a conditional  use. 

ID  Anv  parking  lot  approved  pursuant  to  zoning  categories  .25.  .27  and_ 
x 23  Of  Sections  813  through  818  of  this  Code  shall  be  screened  from  views  from 
e v e ry  street,  except  at  driveways  necessary  for  Ingress  and  egress,  bv  a solid 
fence  or  a solid  wall  not  less  than  four  feet  In  height,  except  where  this, 
r e qu i r emen t would  prevent  otherwise  feasible  use  of  the  sublect  lot  as  an  open 


City  Planning  Commission 


80 


Section  161 


[Sections  157  through  160  are  unchanged.] 

SEC.  161.  EXEMPTIONS  FROM  OFF-STREET  PARKING,  FREIGHT  LOADING  AND 
SERVICE  VEHICLE  REQUIREMENTS.  The  following  exemptions  shall  apply  to  the 
requirements  for  off-street  parking  and  loading  spaces  set  forth  In  Sections 
151  through  155  of  this  Code.  These  provisions,  as  exemptions,  shall  be 
narrowly  construed. 

(a)  No  off-street  parking  shall  be  required  for  a one-family  or 
two-family  dwelling  where  the  lot  on  which  such  dwelling  Is  located  Is 
entirely  Inaccessible  by  automobile  because  of  topographic  conditions. 

<b)  No  off-street  loading  shall  be  required  where  access  to  the  lot 
cannot  be  provided  other  than  by  means  of  a driveway  across  a sidewalk  25  feet 
or  more  In  width  from  the  curb  to  the  front  lot  line  which  would  cause  serious 
disruption  to  pedestrian  traffic. 

<cj  In  recognition  of  the  compact  and  congested  nature  of  the  downtown 
area  and  portions  of  Chinatown,  the  accessibility  of  this  area  by  public 
transit,  and  programs  for  provision  of  public  parking  facilities  on  an 
organized  basis  at  specific  locations,  no  off-street  parking  shall  be  required 
for  any  use,  other  than  dwellings  where  a requirement  Is  specified.  In  any 
C-3,  Chinatown  Visitor  Retail,  or  Chinatown  Residential  Neighborhood 
Commercial  Districts. 

<d)  In  recognition  of  the  small  scale  of  development,  the  desirability 
of  retention  and  conversion  of  many  existing  buildings  of  established 
character,  the  need  to  relieve  congestion,  and  the  provision  of  public  parking 
facilities  on  an  organized  basis  at  specific  locations,  no  off-street  parking 
shall  be  required  for  any  use  other  than  dwellings  in  the  Chinatown  Community 
Business  District,  where  the  size  of  the  lot  does  not  exceed  20,000  square 
feet. 

(e)  In  recognition  of  the  close  neighborhood  orientation  of  the  uses 
provided  for  In  Residential-Commercial  Combined  Districts  of  high  density,  no 
off-street  parking  shall  be  required  for  any  principal  use  In  an  RC-4  District 
for  which  the  form  of  measurement  Is  occupied  floor  area,  where  the  occupied 
floor  area  of  such  use  does  not  exceed  10,000  square  feet. 

(f)  In  recognition  of  the  policies  set  forth  In  The  Plan  for  the 
Northeastern  Waterfront,  a part  of  the  Master  Plan,  the  unique  nature  of  the 
area  and  the  difficulty  of  providing  vehicular  access  thereto,  the  City 
Planning  Commission  In  specific  cases  may  determine  an  appropriate  reduction 
In  off-street  parking  requirements  in  the  Northern  Waterfront  Special  Use 
District  Number  1 as  described  In  Section  240.1  of  this  Code,  In  authorizing 
any  conditional  use  under  that  section.  In  considering  any  such  reduction, 
the  City  Planning  Commission  shall  consider  the  following  criteria: 

<1)  The  anticipated  parking  demand  to  be  generated  by  the  particular 
use  contemplated; 

(2)  Accessibility  to  the  proposed  site  from  freeway  ramps  or  from 
major  thoroughfares; 

(3)  Minimization  of  conflict  of  vehicular  and  pedestrian  movements; 

(4)  The  service  patterns  of  forms  of  transportation  other  than  the 
automobl le; 

(5)  The  pattern  of  land  uses  and  the  availability  of  parking  In  the 
vicinity; 
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(6)  The  policies  set  forth  In  The  Plan  for  the  Northeastern 
Haterfront,  Including  policies  concerning  the  relative  emphasis  that  should  be 
given  to  pedestrian  and  vehicular  movement;  and 

(7)  Such  other  criteria  as  may  be  deemed  appropriate  In  the 
circumstances  of  the  particular  case. 

(g)  In  Instances  In  which  all  public  agencies  Involved  have  certified 
by  resolution  that  the  requirements  of  this  Code  (1)  will  be  satisfied  In 
whole  or  In  part  by  public  off-street  parking  facilities  constructed  or 
authorized  to  be  constructed  for  a special  assessment  district  or  upon  any 
other  basis,  or  (11)  In  C-3  and  NC  Districts  will  be  satisfied  by  a 
requirement  of  a cash  contribution  In  an  amount  deemed  sufficient  to  provide 
for  the  future  construction  of  the  required  number  of  parking  stalls, 
off-street  parking  required  for  Individual  buildings  and  uses  may  be 
correspondingly  reduced  If  the  total  off-street  parking  supply  In  the  area 
will  nevertheless  meet  the  requirements  of  this  Code  for  all  buildings  and 
uses  In  the  area. 

(h)  The  off-street  parking  requirements  for  dwelling  units  In  the 
North  of  Market  Residential  Special  Use  District,  as  described  In  Section 
249.5  of  this  Code,  may  be  reduced  by  the  City  Planning  Commission  pursuant  to 
the  procedures  for  conditional  use  authorization  set  forth  In  Section  303  of 
this  Code.  In  acting  upon  any  application  for  a reduction  of  requirements, 
the  City  Planning  Commission  shall  consider  the  criteria  set  forth  below  In 
lieu  of  the  criteria  set  forth  In  Section  303(c),  and  may  grant  the  reduction 
If  It  finds  that: 

(1)  The  reduction  In  the  parking  requirement  Is  justified  by  the 
reasonably  anticipated  auto  usage  by  residents  of  and  visitors  to  the  project; 

and 

(2)  The  reduction  In  the  parking  requirement  will  not  be  detrimental 
to  the  health,  safety,  convenience,  or  general  welfare  of  persons  residing  or 
working  In  the  vicinity. 

(1)  In  recognition  of  the  fact  that  site  constraints  In  C-3  Districts 
may  make  provision  of  required  freight  loading  and  service  vehicle  spaces 
Impractical  or  undesirable,  a reduction  In  or  waiver  of  the  provision  of 
freight  loading  and  service  vehicle  spaces  for  uses  In  C-3  Districts  may  be 
permitted,  In  accordance  with  the  provisions  of  Section  309  of  this  Code.  In 
considering  any  such  reduction  or  waiver,  the  following  criteria  shall  be 
considered: 

(1)  Provision  of  freight  loading  and  service  vehicle  spaces  cannot  be 
accomplished  underground  because  site  constraints  will  not  permit  ramps, 
elevators,  turntables  and  maneuvering  areas  with  reasonable  safety; 

(2)  Provision  of  the  required  number  of  freight  loading  and  service 
vehicle  spaces  on-site  would  result  In  the  use  of  an  unreasonable  percentage 
of  ground-floor  area,  and  thereby  preclude  more  desirable  use  of  the  ground 
floor  for  retail,  pedestrian  circulation  or  open  space  uses; 

(3)  A jointly  used  underground  facility  with  access  to  a number  of 
separate  buildings  and  meeting  the  collective  needs  for  freight  loading  and 
service  vehicles  for  all  uses  In  the  buildings  Involved,  cannot  be  provided; 
and 

(4)  Spaces  for  delivery  functions  can  be  provided  at  the  adjacent  curb 
without  adverse  effect  on  pedestrian  circulation,  transit  operations  or 
general  traffic  circulation,  and  off-street  space  permanently  reserved  for 
service  vehicles  Is  provided  either  on-site  or  In  the  Immediate  vicinity  of 
the  building. 
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(j)  The  off-street  parking  requirements  for  dwelling  units  in  NC 
Districts,  as  described  in  Article  7 of  this  Code,  may  be  reduced  by  the  City 
Planning  Commission  pursuant  to  the  procedures  for  conditional  use 
authorization  set  forth  In  Section  303  of  this  Code.  In  acting  upon  any 
application  for  a reduction  of  requirements,  the  City  Planning  Commission 
shall  consider  the  criteria  set  forth  below  in  lieu  of  the  criteria  set  forth 
in  Section  303(c),  and  may  grant  the  reduction  If  It  finds  that: 

(1)  The  reduction  In  the  parking  requirement  is  justified  by  the 
reasonably  anticipated  auto  usage  by  residents  of  and  visitors  to  the  project; 
and 

(2)  The  reduction  In  the  parking  requirement  will  not  be  detrimental 
to  the  health,  safety,  convenience,  or  general  welfare  of  persons  residing  or 
working  In  the  vicinity. 

Ik)  For  arts  activities  In  the  RED.  RSD.  SPD.  SLR.  SLI  or  SSO 
Districts  which  will  operate  primarily  during  evenings  and  weekends,  the 
Zoning  Administrator  may  reduce  or  waive  the  off-street  parking  requirement 
when  he  or  she  determines  pursuant  to  Section  307(g)  that  within  an  800  foot 
walking  distance  from  the  site  the  anticipated  demand  from  the  proposed 
project.  In  combination  with  the  existing  nighttime  and/or  weekend  demand  for 
parking  within  the  same  geographic  area  at  the  time  of  the  permit  application, 
would  not  exceed  90  percent  of  the  on-or  off-street  parking  spaces  available 

to  the  public  within  the  subject  area. The  applicant  shall  provide  to  the 

Zoning  Administrator  an  acceptable  parking  survey  and  study  which  shows 
evidence  of  existing  parking  resources  and  demand  and  anticipated  demand 
generated  by  the  proposed  project  and  nearby  land  uses.  The  Zoning 
Administrator  may  impose  conditions. on  reduction, .or  waiver  of  the  requirement, 
including..-  but  not  limited  to.  advertising  of  nearby  transit  and  parking 
facilities,  requiring  valet  parking  services  and/or  leasing  parking  spaces  on 
nearby  lots  during  performance  or  exhibition  activities. 

ill  With  respect  to  dwelling  units  In  the  RED.  SLR,  SLI  and  SSO 
Districts,  the  parking  requirement  mav  be  reduced  to  not  less  than  one  space 
for  each  four  dwelling  units.  If  the  Zoning  Administrator  determines  pursuant 
to  Section  307(g)  that  the  reduced  parking  requirement  Is  sufficient  to  serve 
the  reasonably  anticipated  auto  ownership  bv  residents  of.  and  auto  usage  bv 
visitors  to.  the  project. 

(m)  Beginning  on  the  effective  date  of  Ordinance  No.  (month  date. 

1988).  within  anv  South  of  Market  District,  the  Zoning  Administrator,  upon 
application  pursuant  to  Section  307(g).  mav  waive  or  reduce  the  required 
off-street  parking  for  anv  non-res Identlal  use  where  he  or  she  determines 

that : ill sufficient  spaces  to  replace  the  waived  or  modified  requirement 

will  be  provided  within  a parking  facility  open  to  the  public  sponsored  bv  the 
San  Francisco  Parking  Authority  or  the  City  and  County  of  San  Francisco;  (2) 
ULls  ..anticipated  that  the  .replacement  spaces  win  _te_  available  not  more  than 
ten  years  after  the  parking  would  otherwise  first  be  required  to  be 
available;  (3)  the  facility  In  question  Is  within  a walking  distance,  as 
defined  In  Section  159(d).  of  one-half  mile;  and  (4)  the  applicant  agrees  to 
pay  a one  time  fee  of  S15.000  (this  amount  shall  _be  adjusted  annually 
effective  April  1 of  each  calendar  year  bv  the  percentage  of  change  In  the 
Building  Cost  Index  of  the  Cost  Indices  for  Twenty  Cities  published  bv  McGraw 
Hill  Inc.,  or  a successor  Index,  for  the  precedljm-calendatyear)  for  each 
space  as  to  which  the  requirement  Is  waived  or  modified,  which  fee  shall  be 
applied  toward  construction  of  parking  facilities  or  related  expenses  as 
specified  In  the  South  of  Market  Parking  Fund  established  pursuant  to  the  San 
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or  rprlurPri  Untn  thg  P»Ym<?nt  ]J1  5ub.sf  £*„?....  nir+^r*  the  required  off-street 

identified  1 D_ t^e  approved  South  of  HarKet  "■  rnHp  mav  be  modified  or 

r^t.^.,t.fY  fr.nrilnos  pursuit  to  ArtUl?  1 Of  th  S WHP, . 

«s l v ej  tu>— the  Zoning  pursuant  tg  Sect  ^ tj|^t  th»°Dro<iIion°of 

«h£P  thf  IfindmarK  Preservation  Mv'^[L???rdJ!!nUif»nt  nr  rnntributorv 

Brm?J8a^!1VfrfnirL?r"^  that  ^ml^lon^r wlvfr wwlti  enhanSW 

visitors  to  thehproject-outh  PUtrlrt  W™  approval  by  th^. 

,nnrnv£lVthf  1 nn  Admlnlltratnr  l»h1Ch  W iP^f,  h 
advertising  procedures-. 


SCM/51 
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[Section  162  is  unchanged.] 

SEC.  163  TRANSPORTATION  MANAGEMENT  PROGRAMS  AND  TRANSPORTATION  BROKERAGE 
SERVICES  IN  C-3  AND  SOUTH  Of  MARKET  DISTRICTS,  (a)  Purpose.  This  Section  is 
Intended  to  assure  that  adequate  measures  are  undertaken  and  maintained  to 
minimize  the  transportation  Impacts  of  added  office  employment  in  the  downtown 
and  South  of  Market  area.  In  a manner  consistent  with  the  objectives  and 
policies  of  the  Master  Plan,  by  facilitating  the  effective  use  of  transit, 
encouraging  ridesharing,  and  employing  other  practical  means  to  reduce  commute 
travel  by  single-occupant  vehicles. 

<b)  Requirement.  HI  For  any  new  building  or  additions  to  or  conversion 
of  an  existing  building  In  C-3  and  South  of  Market  Districts  where  the  gross 
square  feet  of  new,  converted  or  added  floor  area  for  office  use  equals  at 
least  100,000  square  feet,  the  project  sponsor  shall  be  required  to  provide 
on-site  transportation  brokerage  services  for  the  actual  lifetime  of  the 
project,  as  provided  In  this  Subsection.  Prior  to  the  Issuance  of  a temporary 
permit  of  occupancy  (for  this  purpose  Section  149(d)  shall  apply),  the  project 
sponsor  shall  execute  an  agreement  with  the  Department  of  City  Planning  for 
the  provision  of  on-site  transportation  brokerage  services  and  preparation  of 
a transportation  management  program  to  be  approved  by  the  Director  of  Planning 
and  Implemented  by  the  provider  of  transportation  brokerage  services.  The 
transportation  management  program  apd  transportation  brokerage  services  shall 
be  designed: 

(((1)))1A)  To  promote  and  coordinate  effective  and  efficient  use  of 
transit  by  tenants  and  their  employees.  Including  the  provision  of  transit 
Information  and  sale  of  transit  passes  on-site; 

(((2)))iBi  To  promote  and  coordinate  ridesharing  activities  for  all 
tenants  and  their  employees  within  the  structure  or  use; 

( ( ( 3) ) ) (C)  To  reduce  parking  demand  and  assure  the  proper  and  most 
efficient  use  of  on-site  or  off-site  parking,  where  applicable,  such  that  all 
provided  parking  conforms  with  the  requirements  of  Article  1.5  of  this  Code 
and  project  approval  requirements; 

(((4)))1D1  To  promote  and  encourage  project  occupants  to  adopt  a 
coordinated  flex-time  or  staggered  work  hours  program  designed  to  more  evenly 
distribute  the  arrival  and  departure  times  of  employees  within  normal  peak 
commute  periods; 

(((5)))iE)  To  participate  with  other  project  sponsors  In  a network  of 
transportation  brokerage  services  for  the  respective  downtown  or  South  of 
Market  area; 

(((6)))1Q  To  carry  out  other  activities  determined  by  the  Department  of 
City  Planning  to  be  appropriate  to  meeting  the  purpose  of  this  requirement. 

121  For  any  new  building  or  additions  to  or  conversion  of  an  existing 
bif-Udlng  In  a SSQ  District  where  the  new,  converted  or  added  floor  area  for 
office  use  Includes  at  least  25.000  square  feet  of  gross  floor  area,  but  less 
than  100.000  square  feet,  the  project  sponsor  shall  either  provide  on-site 
transportation  brokerage,  services  or,  alternatively,  a similar  level  of 
services  to  project  employees  through  participation  with  other  project 
loans or s In  a coordinated  program  of  transportation  brokerage 
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5 £iv Ices  In  the  South  of  Market  area,  for  the  actual  lifetime  of  the  project 
No  t gmporary  or  other  certificate  of  occupancy  shall  be -issued  for,  the 
add  1 1 1 onal  floor  area  until  the  project  sponsor  shall  execute  an  agreement 
with,  the  Department  of  Cl  tv  Planning  to  provide  transportation  brokerage 

services: Such  services,  whether. Qnrs lie. or  through  participation,  in  $ 

n e twork  of  other  similar  organizations,  shall  at  a minimum  Include,  and  the 
ID o nsor's  agreement  shall  adequately  provide  for,  all  activities  outlined  In 
subsection  (b)(1)  above. 

[Sections  164  through  176  are  unchanged.] 


SEC.  178.  CONDITIONAL  USES.  The  following  provisions  shall  apply  to 
conditional  uses: 

(a)  Definition.  For  the  purposes  of  this  Section,  a permitted 
conditional  use  shall  refer  to: 

(1)  Any  use  or  feature  authorized  as  a conditional  use  pursuant  to 
Article  3 of  this  Code,  provided  that  such  use  or  feature  was  established 
within  the  time  limits  specified  as  a condition  of  authorization  or,  If  no 
time  limit  was  specified,  within  a reasonable  time  from  the  date  of 
authorization;  or 

(2)  Any  use  or  feature  which  Is  classified  as  a conditional  use  In  the 
district  In  which  It  Is  located  and  which  lawfully  existed  either  on  the 
effective  date  of  this  Code,  or  on  the  effective  date  of  any  amendment 
imposing  new  conditional  use  requirements  upon  such  use  of  feature;  or 

(3)  Any  use  deemed  to  be  a permitted  conditional  use  pursuant  to 
Section  179  of  this  Code. 

(b)  Continuation.  Except  as  provided  for  temporary  uses  In  Section  205 
of  this  Code,  and  except  where  time  limits  are  otherwise  specified  as  a 
condition  of  authorization,  any  permitted  conditional  use  may  continue  In  the 
form  In  which  It  was  authorized,  or  In  the  form  In  which  It  lawfully  existed 
either  on  the  effective  date  of  this  Code  or  the  effective  date  of  any 
amendment  Imposing  new  conditional  use  requirements  upon  such  use  or  feature, 
unless  otherwise  provided  In  this  Section  or  In  Article  2 of  this  Code. 

(c)  Enlargements  or  Alteration.  A permitted  conditional  use  may  not  be 
significantly  altered,  enlarged,  or  Intensified,  except  upon  approval  of  a new 
conditional  use  application  pursuant  to  the  provisions  of  Article  3 of  this 
Code. 

(d)  Abandonment.  A permitted  conditional  use  which  Is  discontinued  for 
a period  of  three  years,  or  otherwise  abandoned,  shall  not  be  restored,  except 
upon  approval  of  a new  conditional  use  application  pursuant  to  the  provisions 
of  Article  3 of  this  Code. 

(e)  Changes  In  Use.  The  following  provisions  shall  apply  to  permitted 
conditional  uses  with  respect  to  changes  In  use: 

(1)  A permitted  conditional  use  may  be  changed  to  another  use  listed  In 
Articles  2^( (or ) )7  or  8 of  this  Code  as  a principal  use  for  the  district  In 
which  It  Is  located  and  the  new  use  may  thereafter  be  continued  as  a permitted 
principal  use. 

(2)  A permitted  conditional  use  may  be  changed  to  another  use  listed  In 
Articles  2_t((or))7  or  8 of  this  Code  as  a conditional  use  for  the  district  In 
which  the  property  Is  located,  subject  to  the  other  applicable  provisions  of 
this  Code,  only  upon  approval  of  a new  conditional  use  application  pursuant 
to  the  provisions  of  Article  3 of  this  Code. 


City  Planning  Commission 


86 


Section  178 


(3)  A permitted  conditional  use  may  not  be  changed  to  another  use  not 
permitted  or  prohibited  by  Articles  2A((or))7  or  8 of  this  Code.  If  a 
permitted  conditional  use  has  been  wrongfully  changed  to  another  use  in 
violation  of  the  foregoing  provisions  and  the  violation  Is  not  immediately 
corrected  when  required  by  the  Zoning  Administrator,  the  wrongful  change  shall 
be  deemed  to  be  a discontinuance  or  abandonment  of  the  permitted  conditional 
use. 

(4)  Once  a permitted  conditional  use  has  been  changed  to  a principal 
use  permitted  In  the  district  In  which  the  property  Is  located,  or  brought 
closer  In  any  other  manner  to  conformity  with  the  use  limitations  of  this 
Code,  the  use  of  the  property  may  not  thereafter  be  returned  to  its  former 
permitted  conditional  use  status,  except  upon  approval  of  a new  conditional 
use  application  pursuant  to  the  provisions  of  Article  3 of  this  Code. 

(f)  Notwithstanding  the  foregoing  provisions  of  this  Section  178,  a 
structure  occupied  by  a permitted  conditional  use  that  Is  damaged  or  destroyed 
by  fire,  or  other  calamity,  or  by  Act  of  God,  or  by  the  public  enemy,  may  be 
restored  to  its  former  condition  and  use  without  the  approval  of  a new 
conditional  use  application,  provided  that  such  restoration  Is  permitted  by 
the  Building  Code,  and  Is  started  within  one  year  and  diligently  pursued  to 
completion.  Except  as  provided  In  Subsection  (g)  below,  no  structure  occupied 
by  a permitted  conditional  use  that  Is  voluntarily  razed  or  required  by  law  to 
be  razed  by  the  owner  thereof  may  thereafter  be  restored  except  upon  approval 
of  a new  conditional  use  application  pursuant  to  the  provisions  of  Article  3 
of  this  Code. 

(g)  None  of  the  provisions  of  this  Section  178  shall  be  construed  to 
prevent  any  measures  of  construction,  alteration  or  demolition  necessary  to 
correct  the  unsafe  or  dangerous  condition  of  any  structure,  other  feature,  or 
part  thereof,  where  such  condition  has  been  declared  unsafe  or  dangerous  by 
the  Superintendent  of  the  Bureau  of  Building  Inspection  or  the  Chief  of  the 
Bureau  of  Fire  Prevention  and  Public  Safety,  and  where  the  proposed  measures 
have  been  declared  necessary,  by  such  official,  to  correct  the  said  condition; 
provided,  however,  that  only  such  work  as  Is  absolutely  necessary  to  correct 
the  unsafe  or  dangerous  condition  may  be  performed  pursuant  to  this  Section. 

[Section  179  is  unchanged.] 

SEC.  180.  NONCONFORMING  USES,  NONCOMPLYING  STRUCTURES  AND  SUBSTANDARD 
LOTS  OF  RECORD:  GENERAL.  The  following  provisions  shall  apply  to 

nonconforming  uses,  noncomplying  structures  and  substandard  lots  of  record: 

(a)  Such  uses,  structures  and  lots  are  hereby  defined  as  follows: 

(1)  A "nonconforming  use"  Is  a use  which  existed  lawfully  at  the 
effective  date  of  this  Code,  or  of  amendments  thereto,  or  a live/work  unit 
which  existed  on  the  effective  date  of  Ordinance  No.  (effective  month  date, 
1988)  (other  than  a live/work  unit  wholly  or  partly  occupying  space  whose 
legal  use  under  this  Code  was  then  limited  to  a residential  occupancy)  and 
which  falls  to  conform  to  one  or  more  of  the  use  limitations  under  Articles  2, 
6, ((and))  7 and  8 of  this  Code  that  then  became  applicable  for  the  district  In 
which  the  property  Is  located. 

(2)  A "noncomplylng  structure"  Is  a structure  which  existed  lawfully  at 
the  effective  date  of  this  Code,  or  of  amendments  thereto,  and  which  falls  to 
comply  with  one  or  more  of  the  regulations  for  structures,  including 
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requirements  for  off-street  parking  and  loading,  ^ticles h'  „’  iert/on' 

6,<(and>>7  and  8 of  this  Code,  that  then  became  applicable  to  the  property  on 

which  the  structure  Is  located.  .ctpH  lawfully  at 

(3)  A "substandard  lot  of  record  Is  a lot  wh1c!?  ex|?*e7h  t f^r 
the  effective  date  of  any  requirement  of  this  Code  applicable  thereto  o 
^nlmum^ot  width  or  area  (on  December  26.  1946.  or  through  subs^uent 
amendments),  and  which  falls  to  meet  one  or  more  ^f  The^ssessor 

lot  existing  and  recorded  as  a separate  parcel  In  the  office  ofJ*eJssessor 
or  the  Recorder  at  such  effective  date  shall  be  deemed  to  be  a lot  of  record 
under  this  Code  as  of  such  date.  Any  lot  created  by  merger  of  such  existing 
lots  of  record  or  parts  thereof  In  such  a manner  as  to  establish  a lesser 
number  of  lots,  each  having  an  Increased  area  with  no  reduction  In  width .or 
an  Increased  width  with  no  reduction  In  area,  or  both  an  1nc^eas^r  Ihu  rode 
anlncreased  width,  shall  also  be  deemed  to  be  a lot  of  record  under  this  Code 

as  of  the  da*®h°uses>  structures  and  lots,  In  falling  to  meet  applicable 

requirements  of  this  Code,  are  Incompatible  with  the  that  d 

with  other  uses,  structures  and  lots  In  the  City,  and  It  Is  Intended  that 
these  uses,  structures  and  lots  shall  be  brought  Into  compliance  with 
this  Code  as  quickly  as  the  fair  Interests  of  the  parties  will  permit. 

(c)  Notwithstanding  any  other  provision  of  this  Code,  such  uses, 
structures  and  lots  may  be  continued,  except  as  otherwise  provided  In  Sections 
180  through  189,  and  subject  to  the  limitations  of  this  Article  1.7. 

(d)  A mere  change  of  title  or  possession  or  right  of  possess  on  of 
property,  without  any  other  change  that  Is  relevant  to  the  restr1ct^°"*  .nn 
this  Code,  shall  not  terminate  the  status  of  a nonconforming  use,  noncomplying 
structure  or  substandard  lot  of  record. 

(e)  Any  structure  or  use  for  which  a permit  was  lawfully  granted  prior 
to  May  2,  1960,  pursuant  to  the  City  Planning  Code  provisions  In  effect  on 
that  date  and  which  was  thereafter  commenced  and  completed  In  accordance  with 
such  provisions,  shall  be  deemed  to  have  been  a lawfully  existing  structure  or 
use  on  that  date.  Any  structure  or  use  for  which  a permit  has  been  lawfully 
granted  pursuant  to  the  provisions  of  this  Code  relating  to  amendments,  and 
which  has  thereafter  been  commenced  and  completed  In  accordance  with  such 
provisions,  shall  be  deemed  to  be  a lawfully  existing  structure  or  use  at  the 
time  of  the  amendment  that  causes  It  to  become  a noncomplying  structure  or  a 
nonconforming  use. 

(f)  Except  as  specifically  provided  In  this  Code  to  the  contrary,  every 
nonconforming  use,  noncomplying  structure  and  substandard  lot  of  record  shal 
comply  with  the  applicable  requirements  of  this  Code,  other  than  those 
requirements  from  which  such  uses,  structures  and  lots  are  exempted  by  this 

Sect1ojgl)80ject1on  606(C)  and  0ther  provisions  of  Article  6 of  this  Code  shall 
regulate  the  signs  permitted  for  nonconforming  uses.  In  addition,  signs  which 
are  themselves  classified  as  nonconforming  uses  and  noncomplying  structures 
under  this  Code  shall  be  governed  by  Section  604  and  other  provisions  of 
Article  6 of  this  Code. 
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SEC.  181.  NONCONFORMING  USES:  ENLARGEMENTS,  ALTERATIONS  AND 

RECONSTRUCTION.  The  following  provisions  shall  apply  to  nonconforming  uses 
with  respect  to  enlargements,  alterations  and  reconstruction: 

(a)  A nonconforming  use,  and  any  structure  occupied  by  such  use,  shall 
not  be  enlarged.  Intensified,  extended,  or  moved  to  another  location,  with  the 
exception  of  the  construction  of  a mezzanine  within  a live/work  unit,  unless 
the  result  will  be  elimination  of  the  nonconforming  use,  except  as  provided  In 
Paragraph  (b)(3)  below  and  Section  186.1  of  this  Code.  A nonconforming  use 
shall  not  be  extended  to  occupy  additional  space  In  a structure,  or  additional 
land  outside  a structure,  or  space  In  another  structure,  or  to  displace  any 
other  use,  except  as  provided  In  Sections  182  and  186.1  of  this  Code. 

(b)  A structure  occupied  by  a nonconforming  use  shall  not  be 

constructed,  reconstructed  or  altered,  unless  the  result  will  be  elimination 
of  the  nonconforming  use,  except  as  provided  In  Section  186.1  of  this  Code  and 
In  Subsections  (a)  above  and  (dM(and))  (e).  (f)  and  (q)  below,  and  except  as 
follows:  (1)  Ordinary  maintenance  and  minor  repairs  shall  be  permitted  where 

necessary  to  keep  the  structure  In  sound  condition,  as  well  as  minor 
alterations,  where  such  work  Is  limited  to  replacement  of  existing  materials 
with  similar  materials  placed  In  a similar  manner. 

(2)  Minor  alterations  shall  be  permitted  where  ordered  by  an  appropriate 
public  official  to  correct  Immediate  hazards  to  health  or  safety,  or  to  carry 
out  newly  enacted  retroactive  requirements  essential  to  health  or  safety. 

(3)  Alterations  otherwise  allowed  by  this  Code  shall  be  permitted  for 
any  portion  of  the  structure  that  will  not  thereafter  be  occupied  by  the 
nonconforming  use,  provided  the  nonconforming  use  Is  not  enlarged, 

Intensified,  extended,  or  moved  to  another  location. 

(4)  All  other  alterations  of  a structural  nature  shall  be  permitted  only 
to  the  extent  that  the  aggregate  total  cost  of  such  other  structural 
alterations,  as  estimated  by  the  Department  of  Public  Works,  Is  less  than  1/2 
of  the  assessed  valuation  of  the  Improvements  prior  to  the  first  such 
alterat1on((.))JL  except  that  structural  alterations  required  to  reinforce  the 
structure  to  meet  the  standards  for  seismic  loads  and  forces  of  the  Building 
Codg_shfli.i  be  permitted- sit  tout  regard  to  cost. 

(c)  A dwelling  or  other  housing  structure  exceeding  the  permitted 
density  of  dwelling  units  or  other  housing  units  set  forth  In  Sections  207.5. 
208.  209.1  or  ((Section))  209.2  of  this  Code  for  the  district  In  which  It  Is 
located  shall  be  classified  as  a nonconforming  use  under  Section  180  of  this 
Code,  but  only  to  the  extent  that  such  dwelling  or  other  housing  structure 
exceeds  the  permitted  density.  This  Section  181  shall  apply  with  respect  to 
enlargements,  alterations  and  reconstruction  of  the  nonconforming  portion  of 
such  dwelling  or  other  housing  structure,  consisting  of  those  dwelling  units 
or  other  housing  units  which  exceed  the  permitted  density.  Any  dwelling  unit 
or  other  housing  unit  coming  within  the  density  limit  shall  not  be  affected  by 
this  Section  181.  Except  as  provided  In  Section  182(e),  no  dwelling  or  other 
housing  structure  exceeding  the  permitted  density  of  dwelling  units  or  other 
housing  units  shall  be  altered  to  Increase  the  number  of  dwelling  units  or 
other  housing  units  therein,  or  to  Increase  or  create  any  other  nonconformity 
with  respect  to  the  dwelling  unit  or  other  housing  unit  density  limitations  of 
Section  209.1  or  Section  209.2. 

(d)  Notwithstanding  the  foregoing  provisions  of  this  Section  181,  a 
structure  occupied  by  a nonconforming  use  that  Is  damaged  or  destroyed  by 
fire,  or  other  calamity,  or  by  Act  of  God,  or  by  the  public  enemy,  may  be 
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restored  to  Its  former  cond  1 1 1 on  and  “s* • wl t h 1 ^on^y e ap6 an^ d 1 ltgen 1 1 y 

permitted  by  the  Building  Cfh!’a"d0|\  ^ st?  ture  for  the  purposes  of 

prosecuted  to  completion.  The  age  or  sucn  » from  the  date  of  the 

Sections  184  and  185  shall  nevertheless  be  P ^ prov,ded  ,n  Subsection  <e> 
original  construction  of  the  **r“c*“„  ' fuming  usePthat  Is  voluntarily  razed 
below,  no  structure  occupied  by  a "°"c°^°™th|reof  may  thereafter  be  restored 
or  required  by  law  to  be  razed  by  the  owner  tne  Jth)s  Code. 

except  In  full  conformity  with  the  use  11m  ta  esldentta1  structures 

(e)  In  order  that  major  life  safety  hazards  conta,n,ng 

may  be  eliminated  as  exped  t ously  as  ^s^b  , number  perffl)tted  by 

dwelling  units  or  other  h°^'"9  units  exceed  9 tructed  of  unreenforced 

Section  209.1  or  Section  209.2  of  of  the  San  Francisco 

masonry  that  Is  Inconsl stent  with  the  requl  pg  v0,untarUy  razed  and 
Building  Code  effective  September  H,  \ / residential  units;  provided 
restored  or  reconstructed  “1th  ^^nformlty  or  any  new  nonconformity,  with 
that  there  Is  no  "^^SW;Wded; further  that  the  current 

respect  to  the  use  ''"i  talons  of  this  ^ ^ other  appl, cable 

requirements  of  the  Building  • , Drovided  further  than  such 

portions  of  the  Municipal  Code  are  met  and  p^  ^ after  razing  or  other 
restoration  or  reconstruction  Is  starte  prosecuted  to  completion, 

demolition  work  on  the  structure  and  dl'^ently  prose ^ Mark,t  R5p  y siB. 

m a nighttime  entertainment^?  ; ™y*,nH.rt includUmliAal 

pislrim  may  be  sni^rgecl, . ricri  tha* • < i V tt»e  enlarqmnl- 

e.panslen  to  an  adjacent  Ot ? . approved  as f conditional  USP_ 
intensification,  extension  0 e s ^ V?*  thP  use  as  a whole  ITiegtS-. 

tfel£rMnq._ftIuLllflnMfl^^  2n„ld  ffpply  \f  the  UsL 

limit,  and  a 1-1— Other  requirements  ^t or  Imposed  which 7111- 

wp ro_a  pprml  tted  one'-  and  ^3)  £ CO  ^ exercises, 

th°  1lldflmffnt  of  the  i u roDo^^Tn^htt  1 me  entrainment  USeT  are_ 

rnndltlonal  use -Permits  had  not  V'  pfffrV  wn]  he  deemed  to  be  &_ 

noiKonf^iflilDa-  for  a 1 1 v pc rm itis  ngccs sAny — to — tmlng 

U-Stg — LS — 1 a^I'i  1 ri fry  rode.  1 nr indlna.  When, 

the  use  ^ppHrahle.  an  application  fot-  k 

a d d 1 1c d^J_P  ■ Section  163(bH2)  »nd._  hen  *hi< Code:  and  (?)  1 such— 
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SEC.  182.  NONCONFORMING  USES:  CHANGES  OF  USE.  The  following  provisions 

shall  apply  to  nonconforming  uses  with  respect  to  changes  of  use: 

(a)  A nonconforming  use  shall  not  be  changed  or  modified  so  as  to 
increase  the  degree  of  nonconformity  under  the  use  limitations  of  this  Code, 
with  respect  to  the  type  of  use  or  Its  Intensity  except  as  provided  In  Section 
181  for  nighttime  entertainment  activities  within  the  South  of  Market  RSD  or 
SLR  Districts  and  In  Subsection  (f)  below.  The  degree  of  nonconformity  shall 
be  deemed  to  be  increased  If  the  new  or  modified  use  Is  less  widely  permitted 
by  the  use  districts  of  the  City  than  the  nonconforming  use  existing 
Immediately  prior  thereto. 

<b)  Except  as  limited  In  this  Subsection,  a nonconforming  use  may  be 
reduced  In  size,  extent  or  Intensity,  or  changed  to  a use  that  Is  more  widely 
permitted  by  the  use  districts  of  the  City  than  the  existing  use,  subject  to 
the  other  applicable  provisions  of  this  Code.  Except  as  otherwise  provided 
herein,  the  new  use  shall  still  be  classified  as  a nonconforming  use. 

(1)  A nonconforming  use  In  a Residential  District  (other  than  a 
Residential-Commercial  Combined  District  or  an  RED  District),  which  use  Is 
located  more  than  one  quarter  mile  from  the  nearest  Individual  Area 
Neighborhood  Commercial  District  or  Restricted  Use  Subdistrict  described  In 
Article  7 of  this  Code,  may  change  to  another  use  which  Is  permitted  as  a 
principal  use  at  the  first  story  and  below  In  an  NC-1  District,  or  It  may 
change  to  another  use  which  Is  permitted  as  a conditional  use  at  the  first 
story  and  below  In  an  NC-1  District  only  upon  approval  of  a conditional  use 
application  pursuant  to  the  provisions  of  Article  3 of  this  Code.  The 
nonconforming  use  shall  comply  with  other  building  standards  and  use 
limitations  of  NC-1  Districts,  as  set  forth  In  Sections  710.10  through  710.95 
of  this  Code. 

If  the  nonconforming  use  Is  located  within  1/4  mile  from  any  Individual 
Area  Neighborhood  Commercial  District  or  Restricted  Use  Subdistrict  described 
In  Article  7 of  this  Code,  the  nonconforming  use  may  change  to  another  use 
which  Is  permitted  as  a principal  use  at  the  first  story  and  below  In  an  NC-1 
District  and  In  the  Individual  Area  Neighborhood  Commercial  District  or 
Restricted  Use  Subdistrict  or  Districts  within  1/4  mile  of  the  use,  or  It  may 
change  to  another  use  which  Is  permitted  as  a conditional  use  at  the  first 
story  and  below  In  an  NC-1  District  and  In  the  Individual  Area  Neighborhood 
Commercial  District  or  Districts  within  1/4  mile  of  the  use  only  upon  approval 
of  a conditional  use  application  pursuant  to  the  provisions  of  Article  3 of 
this  Code.  The  nonconforming  use  shall  comply  with  other  building  standards 
and  use  limitations  of  NC-1  Districts  and  any  Individual  Area  NC  District  or 
Districts  located  within  1/4  mile  of  the  use,  as  set  forth  In  Article  7 of 
this  Code. 

(2)  A nonconforming  use  In  a Residential-Commercial  Combined  District 
may  be  changed  to  another  use  listed  In  Articles  2 or  7 of  this  Code  as  a 
principal  use  for  the  district  In  which  the  existing  use  would  first  be 
permitted  as  a principal  or  conditional  use. 

(3)  A nonconforming  use  In  a Neighborhood  Commercial  District  may  be 
changed  to  another  use  as  provided  In  Subsections  (c)  and  (d)  below  or  as 
provided  In  Section  186.1  of  this  Code. 

(4)  A nonconforming  use  In  any  district  other  than  a Residential  or 
Neighborhood  Commercial  District  may  be  changed  to  another  use  listed  In 
Articles  2 or  7 of  this  Code  as  a principal  use  for  the  district  In  which  the 
existing  use  would  first  be  permitted  as  a principal  use.  This  provision 
shall  not  apply  In  the  Residential  Subdistrict  of  the  Rincon  Hill  Special  Use 
District. 
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(5)  A nonconforming  use  In  any  South  of  Market  district  may__no.t_be 
c h a naed  t o an  office,  retail,  bar,  restaurant,  nighttime  entertainment,  adult 
pntprtal nment . hotel,  motel.  Inn,  hostel,  or  movie  theater  use  In  any  district 
whprp  such  use  Is  otherwise  not  permitted  or  conditional,  except  as  provided 
in  Subsection  (g)  below. 

(c)  A nonconforming  use  may  be  changed  to  a use  listed  In  Articles  2 or 
7 of  this  Code  as  a conditional  use  for  the  district  In  which  the  property  Is 
located,  subject  to  the  other  applicable  provisions  of  this  Code,  without  the 
necessity  of  specific  authorization  by  the  City  Planning  Commission  except 
where  major  work  on  a structure  Is  Involved,  and  the  new  use  may  thereafter  be 
continued  as  a permitted  conditional  use,  subject  to  the  limitation  of  Section 
((303(f)))  178(b)  of  this  Code. 

(d)  A nonconforming  use  may  be  changed  to  a use  listed  In  Articles  2^. 

( (or ) >7  or  8 of  this  Code  as  a principal  use  for  the  district  In  which  the 
property  Is  located,  subject  to  the  other  applicable  provisions  of  this  Code, 
and  the  new  use  may  thereafter  be  continued  as  a permitted  principal  use. 

(e)  A nonconforming  use  In  an  R district  subject  to  termination  under 
the  provisions  of  Section  185  of  this  Code  may  be  converted  to  a dwelling  unit 
without  regard  to  the  requirements  of  this  Code  with  respect  to  dwelling  unit 
density  under  Article  2,  dimensions,  areas  and  open  space  under  Article  1.2, 
or  off-street  parking  under  Article  1.5,  provided  the  nonconforming  use  Is 
eliminated  by  such  conversion,  provided  further  that  the  structure  Is  not 
enlarged,  extended  or  moved  to  another  location,  and  provided  further  that  the 
requirements  of  the  Building  Code,  the  Housing  Code  and  other  applicable 
portions  of  the  Municipal  Code  are  met. 

(f)  Any  nonconforming  use  In  an  RED  District  may  change  to  ■any  use. 
falling  Within  zoning  categories  813-36.  813-42  through  41^,  m._52^--813,_&l__Qr, 
813.62.  subject  to  the  applicable  provisions  of  this  Code  other  than  those 
jLQjvtiQinng  gSeSt  anci  the  new  .use  may  thereafter  continue.,  as. ..a  nonconformina 
use. 

((f))ial  Once  a nonconforming  use  has  been  changed  to  a principal  or 
conditional  use  permitted  In  the  district  In  which  the  property  Is  located,  or 
brought  closer  In  any  other  manner  to  conformity  with  the  use  limitations  of 
this  Code,  the  use  of  the  property  may  not  thereafter  be  returned  to  Its 
former  nonconforming  status,  except  thati 

(1)  A((a))nv  area  which  Is  used  as  a live/work  unit  shall  be  allowed  to 
return  to  Its  former  nonconforming  status((,  provided  that)K 

i 11 within  any  South  of  Market  district,  anv  area  occupied  bv  a 

non conforming  office  use  which  Is  changed  to  a home  and  business  service  use 
falling  within  zoning  categories  813.42  through  .47  or  a light  manufacturing 
use  falling  within  zoning  category  813.62  shall  be  allowed  to  return  to  Its 
former  nonconforming  use. 

(1)  Upon  restoration  of  a previous  nonconforming  use  as  permitted  bv 
Subsection  (1)  or  (2)  above  any  modification,  enlargement,  extension,  or 
change  of  use  from  circumstances  which  last  lawfully  existed  prior  to  the 
creation  of  the  live/work  unit,  or.  prior  to  the  change  from  office  use,  shall 
be  subject  to  the  provisions  of  this  Article,  and  the  restored  nonconforming 
use  shall  be  considered  to  have  existed  continuously  since  Its  original 
establishment,  prior  to  the  llve/work  unit  or  change  to  office  use,  for 
purposes  of  this  Article. 

((g))ill2  If  a nonconforming  use  has  been  wrongfully  changed  to  another 
use  In  violation  of  any  of  the  foregoing  provisions,  and  the  violation  Is  not 
Immediately  corrected  when  required  by  the  Zoning  Administrator,  the  wrongful 
change  shall  be  deemed  to  be  a discontinuance  or  abandonment  of  the 
nonconforming  use  under  Section  183  of  this  Code. 
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[Sections  183  and  184  are  unchanged.] 

SEC.  185.  CONTINUANCE  OF  OTHER  NONCONFORMING  USES.  The  purpose  of  this 
Section  Is  to  provide  for  the  gradual  elimination  or  conversion,  after  a 
reasonable  allowance  of  time  for  the  amortization  of  investments  therein,  of 
certain  classes  of  nonconforming  uses  In  buildings.  In  order  to  encourage  and 
promote  the  orderly  and  beneficial  development  of  the  land  and  buildings  with 
conforming  uses.  The  Section  Is  intended  to  apply  to  obsolescent  buildings 
whose  use  is  widely  at  variance  with  the  regulations  of  this  Code,  and  Is 
safeguarded  against  unnecessary  hardship  In  application  by  provision  for  a 
minimum  period  of  continuance  of  20  years,  by  procedures  for  extension  and 
exceptions,  and  by  the  requirement  of  repeated  notice  as  the  buildings 
approach  an  age  Indicative  of  obsolescence.  It  is  further  declared  that  the 
requirement  of  eventual  removal,  or  conversion  to  conforming  use  of  such 
buildings,  subject  to  the  exceptions  set  forth,  Is  in  the  public  Interest  and 
Is  Intended  to  promote  the  general  welfare. 

(a)  This  ((s))£ect1on  shall  apply  only  to  nonconforming  uses  occupying 
buildings  In  R Districts,  other  than  Residential -Commercial  Combined 
Districts,  when  such  uses  would  first  be  permitted  as  a principal  or 
conditional  use  in  an  NC,  C or  M District  or  in  a Residential-Commercial 
Combined  District.  It  shall  not  apply  to  exempt  limited  commercial  and 
Industrial  uses  meeting  the  requirements  of  Section  186,  or  to  any 
nonconforming  use  of  land  or  a building  whose  continuance  Is  more  strictly 
limited  by  the  provisions  of  Section  184. 

(b)  Every  such  building  to  which  this  Section  applies  may  be  continued 

In  such  use  for  at  least  20  years  from  the  effective  date  of  this  Code  (May  2, 

1960),  or  of  the  amendment  thereto  which  causes  It  to  be  nonconforming,  and 
may  be  continued  for  a longer  period  If  It  has  not  yet  reached  the  age 
hereinafter  specified,  computed  from  the  date  the  building  was  erected.  For 
buildings  of  Type  1 or  Type  2, as  defined  In  the  Building  Code  of  the  City,  the 
specified  age  shall  be  50  years;  for  Type  3 buildings  It  shall  be  40  years; 
and  for  Type  4 and  Type  5 buildings  It  shall  be  30  years. 

(c)  Upon  the  expiration  of  the  period  specified  for  each  such  building, 

It  shall  be  completely  removed  or  altered  and  converted  to  a conforming  use, 

except  as  hereinafter  provided. 

(d)  Where  special  circumstances  apply  to  any  such  building  and  use, 
which  do  not  apply  generally  to  others  affected  hereby,  extension  of  time  may 
be  granted  under  the  variance  procedure  as  regulated  In  Section  305,  but  no 
such  extension  shall  be  for  a period  in  excess  of  one  year.  Successive 
extensions,  subject  to  the  same  limitations,  may  be  granted  upon  new 
application. 

<e)  Any  unconforming  use  affected  by  this  Section  shall  be  qualified 
for  consideration  by  the  City  Planning  Commission  as  a conditional  use  as 
regulated  In  Section  303,  upon  application  filed  at  any  time  during  the  period 
of  permitted  continuance  specified  above.  In  the  event  that  a conditional  use 
Is  authorized  by  the  City  Planning  Commission  for  any  such  use,  the  provisions 
of  Sections  180  through  183  shall  continue  to  apply  to  such  use  except  as 
specifically  provided  in  the  action  of  the  Commission,  and  no  enlargement. 
Intensification  or  extension  of  the  nonconforming  use  shall  be  permitted  by 
the  Commission. 
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(f)  The  Zoning  Administrator  shall  give  notice  by  mall  of  the  date  of 
expiration  of  the  periods  of  permitted  continuance  specified  herein  to  each 
owner  of  record  within  four  years  of  the  effective  date  of  this  Code,  or  of 
the  date  of  the  amendment  which  caused  the  use  to  become  nonconforming,  and 
shall  repeat  such  notice  at  approximate  Intervals  of  four  years  thereafter.  A 
final  notice  shall  be  given  one  year  before  said  date  of  expiration  In  each 
Instance.  The  notices  shall  set  forth  all  pertinent  provisions  of  this 
Section,  Including  the  declared  purposes  thereof.  Failure  to  send  notice  by 
mall  to  any  such  owner  where  the  address  of  such  owner  Is  not  a matter  of 
public  record,  or  where  no  Permit  of  Occupancy  for  a nonconforming  use  covered 
by  this  Section  has  been  Issued  as  provided  In  Section  171  of  this  Code,  shall 
not  Invalidate  any  proceedings  under  this  Section. 


SEC.  186.  EXEMPTION  OF  LIMITED  COMMERCIAL  AND  INDUSTRIAL  NONCONFORMING 
USES.  The  purpose  of  this  Section  Is  to  provide  for  the  further  continuance 
In  R Districts  of  nonconforming  uses  of  a limited  commercial  and  Industrial 
character,  as  herein  described,  which  are  beneficial  to,  or  can  be 
accommodated  within,  the  residential  areas  In  which  they  are  located.  It  Is 
hereby  found  and  declared  that,  despite  the  general  Incompatibility  of 
nonconforming  uses  with  the  purposes  of  this  Code,  and  with  other  nearby  uses, 
these  limited  commercial  uses  may  "be  tolerated  In  residential  areas,  and  tend 
to  provide  convenience  goods  and  services  on  a retail  basis  to  meet  the 
frequent  and  recurring  needs  of  neighborhood  residents  within  a short  distance 
of  their  homes  or.  within  the  South  of  Market  RED  Districts,  tend  to  provide 
j obs  and  continuation  of  small  scale  service  and  light  Industrial  activities . 
These  uses  tend  to  be  small  In  scale,  to  serve  primarily  a walk-in  trade,  and 
cause  a minimum  of  Interference  with  nearby  streets  and  properties. 
Accordingly,  this  Section  recognizes  the  public  advantages  of  these  uses  and 
establishes  conditions  for  their  continued  operation. 

(a)  The  following  nonconforming  uses  In  R Districts  shall  be  exempt  from 
the  termination  provisions  of  Section  185,  provided  such  uses  comply  with  all 
the  conditions  specified  In  Subsection  (b)  below: 

(1)  Any  nonconforming  use  at  any  story  In  an  RH  or  RM  District  which  Is 
located  more  than  1/4  mile  from  the  nearest  Individual  Area  Neighborhood 
Commercial  District  or  Restricted  Use  Subdistrict  described  In  Article  7 of 
this  Code,  and  which  complies  with  the  use  limitations  specified  for  the  first 
story  and  below  of  an  NC-1  District,  as  set  forth  In  Sections  710.10  through 
710.95  of  this  Code. 

(2)  Any  nonconforming  use  In  an  RH  or  RM  District  which  Is  located 
within  1/4  mile  from  any  Individual  Area  Neighborhood  Commercial  District  and 
which  complies  with  the  most  restrictive  use  limitations  specified  for  the 
first  story  and  below  of: 

(A)  NC-1  District,  as  set  forth  In  Sections  710.10  through  710.95  of 
this  Code;  and 

(B)  Any  Individual  Area  Neighborhood  Commercial  District  within  1/4  mile 
of  the  use,  as  set  forth  In  Sections  714.10  through  729.95  of  this  Code; 

(C)  Any  Restricted  Use  Subdistrict  within  1/4  mile  of  the  use,  as  set 
forth  In  Sections  781  through  781.6  of  this  Code. 
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(3)  In  the  RED  Districts,  anv  nonconforming  use  which  Is  a personal 
service  use  falling  within  zoning  category  813.36:  home  and  business  service 
use  falling  within  zoning  categories  813.42  through  .47;  live/work  unit 
falling  within  zoning  category  813.52:  wholesale  sales  use  falling  within 
zoning  category  813.61:  or  light  manufacturing  use  falling  within  zoning 
category  613-62. 

(b)  The  limited  ((commercial))  nonconforming  uses  described  above  shall 
meet  the  following  conditions: 

(1)  The  building  shall  be  maintained  In  a sound  and  attractive 
condition,  consistent  with  the  general  appearance  of  the  neighborhood; 

(2)  Any  signs  on  the  property  shall  be  made  to  comply  with  the 
requirements  of  Article  6 of  this  Code  applying  to  nonconforming  uses; 

(3)  The  hours  during  which  the  use  is  open  to  the  public  shall  be 
limited  to  the  period  between  6:00  a.m.  and  10:00  p.m.; 

W)  No  public  sidewalk  space  shall  be  occupied  In  connection  with  the 

use; 

(5)  Truck  loading  shall  be  limited  In  such  a way  as  to  avoid  undue 
Interference  with  sidewalks,  or  with  crosswalks,  bus  stops,  hydrants  and  other 
public  features; 

(6)  Noise,  odors  and  other  nuisance  factors  shall  be  adequately 
controlled;  and 

(7)  All  other  applicable  provisions  of  this  Code  shall  be  complied  with. 

(c)  Any  use  affected  by  this  Section  which  does  not  comply  with  all  of 
the  conditions  herein  specified  shall  be  subject  to  termination  In  accordance 
with  Section  185  at  the  expiration  of  the  period  specified  in  that  Section, 
but  shall  be  qualified  for  consideration  as  a conditional  use  under  Section 
185(e).  Any  such  use  which  Is  In  compliance  with  such  conditions  at  the 
expiration  of  such  period  but  falls  to  comply  therewith  at  any  later  date 
shall  be  subject  to  termination  when  It  ceases  to  comply  with  any  of  such 
conditions. 

(d)  The  provisions  for  nonconforming  uses  contained  In  Sections  180 
through  183  shall  continue  to  apply  to  all  uses  affected  by  this  Section  186, 
except  that  the  cost  limit  for  structural  alterations  contained  In  Section 
181(b)(4)  shall  not  be  applicable  thereto. 

[Sections  186.1  through  189  are  unchanged.] 
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ARTICLE  2 


USE  DISTRICTS 

NC  Districts  are  located  In  Article  7 of  this  Code 

Chinatown  and  South  of  Market 
Mixed  Use  Districts  are  located  In  Article  8 of  this  Code 

201.  Classes  of  Use  Districts. 

202.  Uses  Permitted  by  this  Code. 

203.  Effect  on  Certain  Public  Services. 

204.  Accessory  Uses,  General. 

204.1.  Accessory  Uses  for  Dwellings  In  R or  NC  Districts. 

204.2.  Accessory  Uses  for  Uses  Other  Than  Dwellings  In  R Districts. 

204.3.  Accessory  Uses  In  C and  M Districts. 

204.4.  Dwelling  Units  Accessory  to  Other  Uses. 

204.5.  Parking  and  Loading  as  Accessory  Uses. 

205.  Temporary  Uses,  General. 

205.1.  Temporary  Uses:  Sixty-Day  Limit. 

205.2.  Temporary  Uses:  One-  or  Two-Year  Limit. 

205 -.3  Temporary  Uses: 24  Hour  Limit 

206.  Description  and  Purpose  of  Residential  Districts. 

206.1.  RH  (Residential,  House)  Districts. 

206.2.  RM  (Residential,  Mixed)  Districts. 

206.3.  RC  (Residential-Commercial  Combined)  Districts. 

207.  Density  of  Dwelling  Units  In  R Districts. 

207.1  Rules  for  Calculation  of  Dwelling  Unit  Densities. 

207.2.  Second  Units. 

207.4.  Density  of  Dwelling  Units  In  Neighborhood  Commercial  Districts 

207.5.  Density  of  Dwelling  Units  In  Mixed  Use  Districts. 

208.  Density  Limitations  for  Group  Housing. 

209.  Uses  permitted  In  R Districts. 

209.1  Dwellings. 

209.2.  Other  Housing. 

209.3.  Institutions. 

209.4.  Community  Facilities. 

209.5.  Open  Recreation  and  Horticulture. 

209.6.  Public  Facilities  and  Utilities. 

209.7.  Vehicle  Storage  and  Access. 

209.8.  Commercial  Establishments. 

209.9.  Other  Uses. 

210.  Description  and  Purpose  of  Commercial  and  Industrial  Districts 

210.1.  C-l  Districts:  Neighborhood  Shopping. 

210.2.  C-2  Districts:  Community  Business. 

210.3.  C-3  Districts:  Downtown  Commercial. 

210.4.  C-M  Districts:  Heavy  Commercial. 

210.5.  M-l  Districts:  Light  Industrial. 

210.6.  M-2  Districts:  Heavy  Industrial. 

212.  Additional  Requirements  for  Uses  In  Certain  C and  M Districts. 

213.  Uses  Permitted  In  C and  M Districts. 


City  Planning  Commission 


96 


Section  201 


Sec. 

215. 

Sec . 

216. 

Sec. 

217. 

Sec. 

218. 

Sec. 

218.1 

Sec . 

219. 

Sec. 

220. 

Sec. 

221  . 

Sec. 

222. 

Sec. 

223. 

Sec. 

224. 

Sec. 

225. 

Sec. 

226. 

Sec. 

227. 

Sec. 

234. 

Sec. 

234.1 

Sec. 

234.2 

Sec. 

235. 

Sec . 

236. 

Sec . 

237. 

Sec. 

238. 

Sec. 

239. 

Sec . 

240. 

Sec . 

240.1 

Sec. 

240.2 

Sec . 

240.3 

Sec . 

241 . 

Sec . 

248. 

((Sec.  249. 

Sec. 

249E . 

Sec . 

249.1 , 

Sec . 

249.5, 

Sec. 

249.7, 

Dwellings . 

Other  Housing. 

Institutions . 

Retail  Sales  and  Personal  Services. 

Massage  Establishments. 

Offices. 

Laundering,  Cleaning  and  Pressing. 

Assembly  and  Enterta1nment((s)> . 

Home  and  Business  Services. 

Automotive. 

Animal  Services. 

Wholesaling,  Storage,  Distribution  and  Open-Air  Handling  of 
Materials  and  Equipment. 

Manufacturing  and  Processing. 

Other  Uses. 

P Districts. 

Principal  Uses  Permitted,  P Districts. 

Conditional  Uses,  P Districts. 

Special  Use  Districts. 

Garment  Shop  Special  Use  District. 

Automotive  Special  Use  District. 

Nob  Hill  Special  Use  District. 

Washington-Broadway  Special  Use  Districts. 

Northern  Waterfront  Special  Use  District. 

Northern  Waterfront  Special  Use  District  No.  1. 

Northern  Waterfront  Special  Use  District  No.  2. 

Northern  Waterfront  Special  Use  District  No.  3. 

Dolores  Heights  Special  Use  District. 

Downtown  Office  Special  Development  District. 

Mid-South  of  Market  Special  Use  District.)) 

Mission/Murray  Streets  Affordable  Housing  Special  Use  District. 
Rincon  Hill  Special  Use  District. 

North  of  Market  Residential  Special  Use  District. 

16th  and  Valencia  Streets  Affordable  Housing  Special  Use 
District. 


SEC.  201.  CLASSES  OF  USE  DISTRICTS.  In  order  to  carry  out  the  purposes 
and  provisions  of  this  Code,  the  City  Is  hereby  divided  Into  the  following 
classes  of  use  districts: 


P 

Public  Use  Districts 

RH-l(D) 

Residential , 

House 

Districts, 

RH-1 

Residential , 

House 

Districts, 

RH-l(S) 

Residential , 

House 

Districts, 

RH-2 

Residential , 

House 

Districts, 

RH-3 

Residential , 

House 

Districts, 

RM-1 

Residential , 

Mixed 

Districts, 

RM-2 

Residential , 

Mixed 

Districts, 

RM-3 

Residential , 

Mi  xed 

Districts, 

RM-4 

Residential , 

Ml  xed 

Districts, 

One-Family  (Detached  Dwellings) 
One-Faml ly 

One-Family  with  Minor  Second  Unit 

Two-Faml ly 

Three-Faml ly 

Low  Density 

Moderate  Density 

Medium  Density 

High  Density 
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RC-1  Residential -Commercial  Combined  Districts,  Low  Density 

RC-2  Residential-Commercial  Combined  Districts,  Moderate  Density 

RC-3  Residential-Commercial  Combined  Districts,  Medium  Density 

RC-4  Residential-Commercial  Combined  Districts,  High  Density 


Neighborhood  Commercial  Districts  (Also  see  Article  7) 


General  Area  Districts 


NC-1 

NC-2 

NC-3 

NC-S 


Neighborhood  Commercial  Cluster  District 
Small-Scale  Neighborhood  Commercial  District 
Moderate-Scale  Neighborhood  Commercial  District 
Neighborhood  Commercial  Shopping  Center  District 


Individual  Area  Districts 

Broadway  Neighborhood  Commercial  District 
Castro  Street  Neighborhood  Commercial  District 
Inner  Clement  Street  Neighborhood  Commercial  District 
Outer  Clement  Street  Neighborhood  Commercial  District 
Upper  Fillmore  Street  Neighborhood  Commercial  District 
Haight  Street  Neighborhood  Commercial  District 
Hayes-Gough  Neighborhood  Commercial  District 
Upper  Market  Street  Neighborhood  Commercial  District 
North  Beach  Neighborhood  Commercial  District 
Polk  Street  Neighborhood  Commercial  District 
Sacramento  Street  Neighborhood  Commercial  District 
Union  Street  Neighborhood  Commercial  District 
Valencia  Street  Neighborhood  Commercial  District 
24th  Street-Mission  Neighborhood  Commercial  District 
24th  Street-Noe  Valley  Neighborhood  Commercial  District 
West  Portal  Avenue  Neighborhood  Commercial  District 

Chinatown  Mixed  Use  Districts  (Also  see  Article  8) 

CCB  Chinatown  Community  Business  District 

CR/NC  Chinatown  Residential /Neighborhood  Commercial  District 

CVR  Chinatown  Visitor  Retail  District 

C-l  Neighborhood  Shopping  Districts 

C-2  Community  Business  Districts 

C-M  Heavy  Commercial  Districts 

C-3-0  Downtown  Office  District 

C-3-R  Downtown  Retail  District 

C-3-G  Downtown  General  Commercial  District 

C-3-S  Downtown  Support  District 

M-l  Light  Industrial  Districts 

M-2  Heavy  Industrial  Districts 
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South  of  Market  Use  Districts  (Also  see  Article  8) 

RED  Residential  Enclave  Districts 

SPD  South  Park  District 

RSD  Residential  Service  District 

SLR  s.e r V 1 C g / LI  gh t I nd u S t r Ijtj.  / R.e  s.1  de.n t.I.a.L D 1 s t r ,1  c.t 

SLI  Service/Light  Industrial  District 

SSO  Service/Secondarv  Office  District 


SEC.  202.  USES  PERMITTED  BY  THIS  COOE.  (a)  The  use  limitations  of  this 
Code  shall  be  set  forth  in  Articles  2,  6,  ((and))  7 and  8 for  the  use 
districts  of  the  City,  as  established  by  Sections  201  ((and))^  701  and  801  of 
this  Code  and  as  shown  on  the  Zoning  Map  referred  to  In  Section  105  of  this 
Code,  subject  to  the  provisions  of  Section  105.  The  uses  permitted  under  this 
Code  shall  consist  of  the  following: 

(1)  Principal  uses,  permitted  as  of  right  In  each  established  district 
where  listed  for  that  class  of  districts  In  Articles  2 ((and))^  7 and  8.  as 
regulated  herein  and  elsewhere  in  this  Code. 

(2)  Conditional  uses,  permitted  In  each  established  district  when 
authorized  by  the  City  Planning  Commission  under  Section  303  of  this  Code, 
where  listed  for  that  class  of  districts  In  Articles  2 ((and))^  7 and  8 and  as 
regulated  herein  and  elsewhere  In  this  Code. 

(3)  Accessory  uses  for  such  permitted  principal  and  conditional  uses,  as 
defined  and  regulated  In  Sections  204  through  204.5  ((and))A  Section 
703.2(b)(1)(C)  and  Section  803.3(b)(1)(C)  of  this  Code.  Any  use  not  qualified 
under  such  sections  as  an  accessory  use  shall  be  classified  as  a principal  or 
conditional  use. 

(b)  Permitted  uses  shall  include  in  each  established  district  such  uses 
not  specifically  listed  in  Articles  2 ((or))^  7 or  8 of  this  Code  as  are  from 
time  to  time  determined  by  the  Zoning  Administrator  to  be  permitted  uses  In 
accordance  with  Section  307(a)  of  this  Code.  (c)  No  use  shall  be  permitted 
in  any  R District,  C District  or  M-l  District  which  by  reason  of  Its  nature  or 
manner  of  operation  creates  conditions  that  are  hazardous,  noxious  or 
offensive  through  emission  of  odor,  fumes,  smoke,  cinders,  dust,  gas, 
vibration,  glare,  refuse,  water-carried  waste,  or  excessive  noise. 

(d)  Except  as  specifically  provided  herein  to  the  contrary,  the  provisions 
of  Articles  2 ((and))^  7 and  8 of  this  Code  shall  apply  to  all  uses, 
properties  and  developments,  both  public  and  private,  Including  those  of  the 
City  and  County  of  San  Francisco. 

[Sections  203  through  204.5  are  unchanged.] 
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SEC.  205.  TEMPORARY  USES.  GENERAL,  (a)  The  temporary  uses  listed  In 
Sections  205.1  ((and))  through  205. ((2))  2,  where  not  otherwise  permitted  In 
the  district,  may  be  authorized  as  provided  herein,  up  to  the  time  limits 
Indicated.  Further  time  for  such  uses  may  be  authorized  only  by  action  upon  a 
new  application,  subject  to  all  the  requirements  for  the  original  application, 
unless  otherwise  Indicated  In  Sections  205.1  ((and))  through  205. ((2))  Z- 

(b)  Action  upon  such  uses  shall  be  by  the  City  Planning  Commission, 
subject  to  all  the  requirements  for  conditional  uses  In  Sections  303  and  306 
through  306.5  of  this  Code;  except  that  such  uses  listed  In  Section  205.1, 
((and))  uses  listed  In  Section  205.2  If  located  In  a C or  M District,  and  uses 
listed  In  Section  205.3  within  the  South  of  Market  Districts,  may  be 
authorized  by  the  Zoning  Administrator  without  a public  hearing  and  without  a 
fee  being  charged. 

(c)  Wherever  a use  exists  at  the  effective  date  of  this  Code  or  of  an 
amendment  thereto  under  which  such  use  Is  classified  as  a temporary  use,  or 
wherever  a use  Is  being  conducted  under  a temporary  use  authorization  given 
prior  to  such  a date,  such  use  may  be  continued  for  the  maximum  term  specified 
therefor,  calculated  from  said  effective  date  or  date  of  authorization. 

Nosuch  use  shall  continue  thereafter  unless  a temporary  use  authorization 
shall  have  been  sought  and  obtained  under  a new  application.  Continuance  of  a 
temporary  use  beyond  the  date  of  expiration  of  the  period  authorized  therefor, 
or  failure  to  remove  a structure  for  such  temporary  use  within  10  days 
thereafter,  shall  constitute  a violation  of  this  Code. 

[Sections  205.1  and  205.2  are  unchanged.] 

SEC.  205.3  TEMPORARY  USES:  24  HOUR  LIMIT.  Within  the  South  of  Market 

Districts,  a temporary  use  mav  be  authorized  for  a period  not  to  exceed  24 
hours  per  event  once  a month  for  up  to  twe.l.ve  eYe.Pts.jec-.mr  per  premises  for 

ifti  A performance,  exhibition,  dance,  celebration  or  festival  requiring  a 
1 lauor  license,  dance  hall  keeper  or  live  entertainment  police  permit  and/or 

other  city  permit  when.-Sj?o.nio_rgd  by  an  organized  group  of  residents  and/or 
business  opeiatoLi-in  the  neighborhood; .or 

1£l>  A performance,  dance  or  party  requiring  a liquor  license,  dance,  live 
entertainment  and/or  other  cl  tv  permit,  an  art  exhibit,  or  other  similar 
exhibition  In  each  case  If  sponsored  by  a residential  or  commercial  tenant  or 
group  of  tenants  or  owner-occupants  of  the  property  or  structure  In  which  the 
temporary  use  Is  authorized- 

Similar  events  or  exhibitions  lasting  no  .more  than  24  hours  and  requiring 
no  City  permit  stia.11  be  permitted  without  authorization  under  this  Article  and 
without  limitation  as  to  frequency,  subject  to  compliance  with  all  other 
applicable  laws, 

When  multiple  events  are  proposed  within  the  allowable  annual  time  limit 
and _d ty  permits  are  to  be  Issued,  to  a particular  applicant  and  premises,  only 
one  permit  need  be  granted  per  annual  time  period. 
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SEC.  206.  DESCRIPTION  AND  PURPOSE  OF  RESIDENTIAL  DISTRICTS.  The 
following  statements  of  description  and  purpose  outline  the  main  functions  of 
the  R (Residential)  Districts  In  the  zoning  plan  for  San  Francisco, 
supplementing  the  statements  of  purpose  contained  in  Section  101  of  this 
Code.  These  districts  are  established  for  purposes  of  Implementing  the 
Residence  element  and  other  elements  of  the  Master  Plan,  according  to  the 
objectives,  principles  and  policies  stated  therein.  Among  these  purposes  are 
the  following: 

(a)  Preservation,  Improvement  and  maintenance  of  the  existing  housing 
stock  through  protection  of  neighborhood  environments  and  encouragement  of 
sound  ownership  practices  and  rehabilitation  efforts; 

(b)  Recognition  and  protection  of  the  architectural  characteristics  and 
densities  of  existing  residential  areas; 

(c^  Maximizing  of  housing  choice  by  assuring  the  availability  of  quality 
owner  and  rental  housing  of  various  kinds,  suitable  for  a whole  range  of 
household  types,  lifestyles  and  economic  levels; 

(d)  Encouragement  of  residential  development  that  will  meet  outstanding 
community  needs,  provide  adequate  Indoor  and  outdoor  spaces  for  Its  occupants, 
and  relate  well  to  the  character  and  scale  of  existing  neighborhoods  and 
structures;  and  (e)  Promotion  of  balanced  and  convenient  neighborhoods  having 
appropriate  public  improvements  and  services,  suitable  nonresldentlal 
activities  that  are  compatible  with  housing  and  meet  the  needs  of  residents, 
and  other  amenities  that  contribute  to  the  livability  of  residential  areas. 

Additional  purposes  for  South  of  Market  R and  Mixed  Use  Districts  are 
listed  In  Article  8.  Sections  813  through  818  of  this  Code. 

[Sec.  206.1  through  206.3  are  unchanged.] 

SEC.  207.  DENSITY  OF  DWELLING  UNITS  IN  R DISTRICTS.  The  density  of 
dwelling  units  permitted  in  the  various  R Districts  shall  be  as  set  forth  in 
Section!  ((209.1,  of  this  Code  and  In  Sections))  207. U ((and))  207.2((.))A 
207.5  and  209.1  of  this  Code.  The  term  "dwelling  unit"  Is  defined  in  Section 
102.((6))(7)  of  this  Code. 

SEC.  207.1.  RULES  FOR  CALCULATION  OF  DWELLING  UNIT  DENSITIES.  The  - 
following  rules  shall  apply  In  the  calculation  of  dwelling  unit  densities 
under  this  Code: 

(a)  The  entire  amount  of  lot  area  per  dwelling  unit  specified  In  Section! 
207.5  or  209.1  of  this  Code  shall  be  required  for  each  dwelling  unit  on  the 
lot.  Fractional  numbers  shall  be  adjusted  downward  to  the  next  lower  whole 
number  of  dwelling  units. 

(b)  Where  permitted  by  the  provisions  of  Sections  207.5.  209.1  and  209.2 
of  this  Code,  two  or  more  of  the  dwelling  and  other  housing  uses  specified  In 
said  sections  may  be  located  on  a single  lot,  either  In  one  structure  or  In 
separate  structures,  provided  that  the  specified  density  limits  are  not 
exceeded  by  the  total  of  such  combined  uses.  Where  dwelling  units  and  group 
housing  are  combined,  the  maximum  permitted  density  for  dwelling  units  and  for 
group  housing  shall  be  prorated  to  the  total  lot  area  according  to  the 
quantities  of  these  two  uses  that  are  combined  on  the  lot. 

(c)  Where  any  portion  of  a lot  Is  narrower  than  five  feet,  such  a portion 
shall  not  be  counted  as  part  of  the  lot  area  for  purposes  of  calculating  the 
permitted  dwelling  density. 


City  Planning  Commission 


101 


Section  207.1 


(d)  No  private  right-of-way  used  as  the  principal  vehicular  access  to  two 
or  more  lots  shall  be  counted  as  part  of  the  lot  area  of  any  such  lot  for 
purposes  of  calculating  the  permitted  dwelling  unit  density. 

(e)  Where  a lot  Is  divided  by  a use  district  boundary  line,  the  dwelling 
unit  density  limit  for  each  district  shall  be  applied  to  the  portion  of  the 
lot  In  that  district,  and  none  of  the  dwelling  units  attributable  to  the 
district  permitting  the  greater  density  shall  be  located  In  the  district 
permitting  the  lesser  density. 

[Sections  207.2  through  207.4  are  unchanged.] 

SEC.  207.5.  DENSITY  OF  DWELLING  UNITS  IN  MIXED  USE  DISTRICTS.  1*1  The 
dwelling  unit  density  In  the  Chinatown  Mixed  Use  District  shall  be  at  a 
density  ratio  not  exceeding  the  amount  set  forth  In  the  following  < < t ) )Jab 1 e 

207.5(a): 


Table  207.5(a) 

Density  of  Dwelling  Units .In  Chinatown  Mixed  Use  Districts 

General  Area  District  Residential  Density  Limits 

Chinatown  Community 

Business  One  dwelling  unit  for  each  200  sq.  ft.  of  lot 

area 


Chinatown  Residential 
Neighborhood  Com- 
mercial One  dwelling  unit  for  each  200  sq.  ft.  of  lot 

area 


Chinatown  Visitor 
Retail 


One  dwelling  unit  for  each  200  sq.  ft.  of 
lot  area 
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(b)  The  dwelling  unit  density  In  the  South  of  Market  Mixed  Use  Districts 
shall  not  exceed  the  amount  set  forth  In  the  following  table: 

Table  207.5(b) 

Density  of  Dwelling  Units  In  South  of  Market  Mixed  Use  Districts 


general  Area  District  Residential  Density  Limits 

Residential  Enclave  One  dwelling  unit  for  each  400  so.  ft.  of  lot 
area 


South  Park  One  dwelling  unit  for  each  600  so.  ft.  of  lot 

area 

Residential  Service  One  dwelling  unit  for  each  200  so.  ft.  of  lot 
area  except  for  projet.ts_ftfep.ye  4Q  feet  in 
height  which  otherwise  require  conditional  use 
approval.  In  which  case  the  allowable  density 
for  dwelling  units  within  the  project  shall  be 
established  as  part  of  the  conditional  use 
determination. 


Service/ 


One  dwelling  unit  for  each  200  sq.  ft.  of  lot 
area 


...  Residential, 

Servl ce/Secondarv  Office 


SEC.  208.  DENSITY  LIMITATIONS  FOR  GROUP  HOUSING.  The  density  limitations 
for  group  housing,  as  described  in  Sections  209.2(a) , (b) ,and(c) , ((and)) 
790.88(b)  and  890.88(b)  of  this  Code,  shall  be  as  follows: 

(a)  The  maximum  number  of  bedrooms  on  each  lot  shall  be  as  specified  In 
the  following  table  for  the  district  In  which  the  lot  Is  located,  except  that 
for  lots  In  NC  Districts,  the  group  housing  density  shall  not  exceed  the 
number  of  bedrooms  permitted  in  the  nearest  Residential  District  provided  that 
the  maximum  density  not  be  less  than  the  amount  permitted  by  the  ratio 
specified  for  the  NC  District  In  which  the  lot  Is  located. 
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Table  208 

MAXIMUM  DENSITY  FOR  GROUP  HOUSING 


District 


Minimum 

Number  of  Square  Feet  of 
Lot  Area  for  Each  Bedroom 


RH-2  415 
RH-3 , RM-1 , RC-1  275 
RM-2 , RC-2  210 
RM-3 , RC-3  140 
RM-4 , RC-4  70 


NC-1,  ♦ 

NC-2 , 

NC-S, 

Sacramento  Street, 
West  Portal  Avenue 


275 


NC-3, 

NC-S, 

Castro  Street, 

Inner  Clement  Street, 

Outer  Clement  Street, 

Upper  Fillmore  Street, 

Haight  Street, 

Union  Street, 

Valencia  Street, 

24th  Street-Mission, 

24th  Street-Noe  Valley 

Broadway, 

Hayes-Gough, 

Upper  Market  Street, 

North  Beach, 

Polk  Street 

Chinatown  Community  Business 
Chinatown  Residential  Neighborhood  Com- 
mercial 

Chinatown  Visitor  Retail 


210 


140 

70 


RID 

140 

RSD.  SLR.  SLI.  SSO 

_ZD 

IRD 

210 
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(b)  For  purposes  of  calculating  the  maximum  density  for  group  housing  as 
set  forth  herein,  the  number  of  bedrooms  on  a lot  shall  In  no  case  be 
considered  to  be  less  than  one  bedroom  for  each  two  beds.  Where  the  actual 
number  of  beds  exceeds  an  average  of  two  beds  for  each  bedroom,  each  two  beds 
shall  be  considered  equivalent  to  one  bedroom. 

(c)  The  rules  for  calculation  of  dwelling  unit  densities  set  forth  In 
Section  207.1  shall  also  apply  In  calculation  of  the  density  limitations  for 
group  housing,  except  that  In  NC  Districts,  any  remaining  fraction  of  1/2  or 
more  of  the  maximum  amount  of  lot  area  per  bedroom  shall  be  adjusted  upward  to 
the  next  higher  whole  number  of  bedrooms. 


[Sections  209  through  209.2  are  unchanged.] 


SEC.  209.3.  INSTITUTIONS,  (a)  . 
Hospital,  medical  center  or  other 
medical  Institution  which  Includes 
facilities  for  Inpatient  care  and  may 
also  Include  medical  offices,  clinics, 
laboratories,  and  employee  or  student 
dormitories  and  other  housing, 
operated  by  and  affiliated  with  the 
Institution,  which  Institution  has  met 
the  applicable  provisions  of  Section 
304.5  of  this  Code  concerning 
Institutional  master  plans. 

(b)  Residential  care  facility 
providing  lodging,  board  and  care  for 
a period  of  24  hours  or  more  to  six  or 
fewer  persons  In  need  of  specialized 
aid  by  personnel  licensed  by  the  State 
of  California.  Such  facility  shall 
display  nothing  on  or  near  the 
facility  which  gives  an  outward 
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Indication  of  the  nature  of  the 
occupancy  except  for  a sign  as 
permitted  by  Article  6 of  this  Code, 
shall  not  provide  outpatient  services 
and  shall  be  located  In  a structure 
which  remains  residential  In 
character.  Such  facilities  shall 
Include  but  not  necessarily  be  limited 
to  a board  and  care  home,  family  care 
home,  long-term  nursery,  orphanage, 
rest  home  or  home  for  the  treatment  of 
addictive,  contagious  or  other 
diseases  or  psychological  disorders. 

(c)  Residential  care  facility 
meeting  all  applicable  requirements  of 
Subsection  209.3(b)  above  but 
providing  lodging,  board  and  care  as 
specified  therein  to  seven  or  more 
persons. 

(d)  Social  service  or  ((P)) 
philanthropic  facility  providing 
assistance  of  a charitable  or  public 
service  nature  and  not  of  a 
profitmaling  or  commercial  nature. 
(With  respect  to  RC  Districts,  see 
also  Section  209.9(d).) 

(e)  Child-care  facility  providing 
less  than  24-hour  care  for  12  or  fewer 
children  by  licensed  personnel  and 
meeting  the  open-space  and  other 
requirements  of  the  State  of 
California  and  other  authorities. 

(f)  Child-care  facility  providing 
less  than  24-hour  care  for  13  or  more 
children  by  licensed  personnel  and 
meeting  the  open-space  and  other 
requirements  of  the  State  of  Cali- 
fornia and  other  authorities.  (With 
respect  to  RC  Districts,  see  also 
Section  209.9(d)  ) 

(g)  Elementary  school,  either 
public  or  private.  Such  Institution 
may  Include  employee  or  student 
dormitories  and  other  housing  operated 
by  and  affiliated  with  the 
Institution.  (With  respect  to  RC 
Districts,  see  also  Section  209.9(d).) 


City  Planning  Commission 


106 


Section  209.3 


1 


(h)  Secondary  school,  either 
public  or  private,  other  than  a school 
having  Industrial  arts  as  Its  primary 
course  of  study.  Such  Institution 
may  Include  employee  or  student 
dormitories  and  other  housing  operated 
by  and  affiliated  with  the 
Institution.  (With  respect  to  RC 
Districts,  see  also  Section  209.9(d).) 

(1)  Postsecondary  educational 
Institution  for  the  purposes  of 
academic,  professional,  business  or 
fine  arts  education,  which  institution 
has  met  the  applicable  provisions  of 
Section  304.5  of  this  Code  concerning 
Institutional  master  plans.  Such 
Institution  may  Include  employee  or 
student  dormitories  and  other  housing 
operated  by  and  affiliated  with  the 
Institution.  Such  Institution  shall 
not  have  Industrial  arts  as  Its 
primary  course  of  study. 

(j)  Church  or  other  religious 
Institution  which  has  a tax-exempt 
status  as  a religious  institution 
granted  by  the  United  States 
Government,  and  which  Institution  Is 
used  primarily  for  collective  worship 
or  ritual  or  observance  of  common 
religious  beliefs.  Such  institution 
may  include,  on  the  same  lot,  the 
housing  of  persons  who  engage  In 
supportive  activity  for  the 
Institution.  (With  respect  to  RC 
Districts,  see  also  Section  209.9(d).) 


[Sections  209.4  through  209.9  are  unchanged.] 
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SEC.  210.  DESCRIPTION  AND  PURPOSE  OF  COMMERCIAL  AND  INDUSTRIAL 
DISTRICTS.  The  following  statements  of  description  and  purpose  outline  the 
main  functions  of  the  C (Commercial)  and  M (Industrial)  Districts  in  the 
zoning  plan  for  San  Francisco,  supplementing  the  statements  of  purpose 
contained  In  Section  101  of  this  Code.  The  emphasis,  In  the  case  of  these 
districts,  Is  upon  the  allocation  of  adequate  areas  In  proper  locations  for 
the  carrying  on  of  business  and  Industry  to  serve  City,  regional  and  national 
needs  and  provide  San  Francisco  with  a sound  and  growing  economic  base.  The 
description  and  purpose  statement  for  Neighborhood  Commercial  Districts  are 
listed  In  Article  7,  Sections  710.1  through  728.1.  The  description  and 
purpose  statements  for  South  of  Market  Districts  are  listed  In  Article  8. 
Sections  813  through  818  of  this  Code. 

[Sections  210.1  through  216  are  unchanged] 


SEC.  217.  INSTITUTIONS,  (a) 
Hospital,  medical  center  or  other 
medical  Institution  which  Includes 
facilities  for  Inpatient  care  and  may 
also  Include  medical  offices, 
clinics,  laboratories,  and  employee 
or  student  dormitories  and  other 
housing,  operated  by  and  affiliated 
with  the  Institution,  which 
Institution  has  met  the  applicable 
provisions  of  Section  304.5  of  this 
Code  concerning  Institutional  master 
plans . 

(b)  Residential  care  facility 
providing  lodging,  board  and  care  for 
a period  of  24  hours  or  more  to 
persons  In  need  of  specialized  aid  by 
personnel  licensed  by  the  State  of 
California.  Such  facilities  shall 
Include  but  not  necessarily  be 
limited  to  a board  and  care  home, 
family  care  home,  long-term  nursery, 
orphanage,  rest  home  or  home  for  the 
treatment  of  addictive,  contagious  or 
other  diseases  or  psychological 
disorders . 

(c)  Clinic  primarily  providing 
outpatient  care  In  medical, 
psychiatric  or  other  healing  arts  and 
not  a part  of  a medical  Institution 
as  specified  In 
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Subsection  217(a)  above. 

(d)  Social  service  or 

< < P ) )ph 1 lanthroplc  facility  providing 
assistance  of  a charitable  or  public 
service  nature. 

(e)  Child-care  facility 
providing  less  than  24-hour  care  for 
children  by  licensed  personnel  and 
meeting  the  open-space  and  other 
requirements  of  the  State  of 
California  and  other  authorities. 

(f)  Elementary  school,  either 
public  or  private.  Such  institution 
may  Include  employee  or  student 
dormitories  and  other  housing 
operated  by  and  affiliated  with  the 
Institution. 

(g)  Secondary  school,  either 
public  or  private,  other  than  a 
school  having  Industrial  arts  as  its 
primary  course  of  study.  Such 
institution  may  Include  employee  or 
student  dormitories  and  other 
housing  operated  by  and  affiliated 
with  the  Institution. 

(h)  Postsecondary  educational 
Institution  for  the  purposes  of 
academic,  professional,  business  or 
fine-arts  education,  which 
Institution  has  met  the  applicable 
provisions  of  Section  304.5  of  this 
Code  concerning  Institutional  master 
plans.  Such  Institution  may  Include 
employee  or  student  dormitories  and 
other  housing  operated  by  and 
affiliated  with  the  Institution. 

Such  Institution  shall  not  have 
Industrial  arts  as  Its  primary 
course  of  study. 

(1)  Secondary  or  postsecondary 
educational  Institution,  other  than 
as  specified  In  Subsection  217(g) 
and  (h)  above. 
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<j)  Church  or  other  religious 
Institution.  Such  institution  may 
include, on  the  same  lot,  the  housing 
of  persons  who  engage  In  supportive 
activity  for  the  institution. 


[Sections  218  through  220  are  unchanged.] 


SEC.  221.  ASSEMBLY  AND 
ENTERTAINMENT  (a)  Clubhouse. 

( b)  Lodge  bui lding. 

(c)  Meeting  hal 1 . 

(d)  Theater,  except  as 
specified  under  Subsection  (k), 
below. 

(s)  Recreation  building. 

(f)  Amusement  enterprise, 
including  billiard  hall,  dance  hall, 
nightclub,  other  nighttime 
entertainment  activities,  bowling 
alley,  skating  rink,  shooting 
gallery,  when  conducted  within  a 
completely  enclosed  building; 
provided,  (1)  that  incidental  noise 
is  reasonably  confined  to  the 
premises  by  adequate  soundproofing 
or  other  device,  and  (2)  that  no 
portion  of  a building  occupied  by 
such  use  shall  have  any  opening, 
other  than  fixed  windows  and  exits 
required  by  law,  within  50  feet  of 
any  R District. 
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(g)  Private  noncommercial 
recreational  open  use. 

(h)  Amusement  park,  and  related 
commercial  amusement  enterprises  not 
conducted  in  completely  enclosed 
buildings;  provided,  that  the  use 
lawfully  existed  at  the  effective 
date  of  this  Code,  or  Is  so  located 
that  (1)  the  premises  are  not  less 
than  200  feet  from  any  R District, 
and  (2)  the  aggregate  area  In  the 
same  or  adjoining  blocks  occupied  by 
existing  amusement  enterprises  is  In 
excess  of  five  acres. 

(1)  Commercial  open-air  sports 
stadium  or  arena,  If  conducted  on 
premises  not  less  than  200  feet  from 
any  R District. 

(j)  Circus,  carnival,  or  other 
amusement  enterprise  not  conducted 
within  a building,  If  conducted  on 
premises  not  less  than  200  feet  from 
any  R District. 

(k)  Adult  entertainment 
enterprise,  so  specified  In  (1), 

(11),  and  (111)  below,  provided  that 
the  use  Is  so  located  that  the 
premises  upon  which  It  Is  conducted 
are  not  less  than  1,000  feet  from 
the  premises  of  any  other  adult 
entertainment  enterprise: 

(l)  Adult  bookstore,  as  defined 
by  Section  791  of  Part  II,  Chapter 
VIII  of  the  San  Francisco  Municipal 
Code  (Police  Code); 

(II)  Adult  theater,  as  defined 
by  Section  791  of  Part  II,  Chapter 
VIII  of  the  San  Francisco  Municipal 
Code  (Police  Code); 

(III)  Encounter  studios,  as 
defined  by  Section  1072.1  of  Part 
II.  Chapter  VIII  of  the  San 
Francisco  Municipal  Code  (Police 
Code  [*  See  Section  212(a)]. 

[Sections  222  through  227  are 
unchanged. ] 
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SEC.  233.  LIVE/HORK  UNITS,  (a)  If  a live/work  unit  would  occupy  any 
space  last  used  as  a dwelling  unit  or  group  housing,  or  whose  legal  use  as 
shown  In  the  permit  records  of  the  City  Is  as  a dwelling  unit  or  group 
housing,  the  live/work  unit  shall  not  be  permitted  In  any  RhL  ((or))  RM.  RED. 
SPD . RSD.  SLR.  SLI.  or  SSO  District,  and  shall  require  conditional  use 
approval  In  any  RC,  C or  M District,  notwithstanding  Sections  209.9  or  227  of 
this  Code. 

(b)  Live/work  units  satisfy  the  conditions  of  this  subsection  If: 

(1)  they  are  part  of  a project  which  will  result  In  Issuance  of  a 
certificate  or  certificates  of  occupancy  for  ten  or  more  new  or  additional 
live/work  units;  and 

(2)  the  project  Is  sponsored  by  one  or  more  organizations  exempt  from 
federal  Income  tax  under  section  501(c)(3)  of  the  Internal  Revenue  Code,  each 
of  whose  articles  of  Incorporation  state  as  a principal  purpose  providing 
living  quarters  to  artists,  and  each  of  whose  articles  of  Incorporation 
require  that  at  least  51%  of  the  members  of  the  board  of  directors  must  be 
artists  engaging  In  one  or  more  arts  activities  falling  within  the  definition 
of  Section  102.2  of  this  Code;  and 

(3)  the  qualified  sponsoring  organization  or  organizations  will,  until 

completion  of  the  project:  (A)  own  the  project,  (B)  own  an  Interest  of  51%  or 

more  In  a joint  tenancy  or  tenancy  In  common  which  owns  the  project;  (C)  have 
a right  to  5 IX  or  more  of  the  net  Income  and  of  all  distributions,  Including 
distributions  on  liquidation,  of  a partnership  or  joint  venture  which  owns  the 
project;  or  (D)  be  the  only  general  partner  or  only  general  partners,  or  only 
managing  general  partner.  In  a limited  partnership  which  will  qualify  the 
project  for  complete  or  partial  exemption  from  property  tax  under  California 
Revenue  and  Taxation  Code  section  214(g)  or  a successor  provision;  and 

(4)  all  permits  for  the  project  are  Issued  on  the  application  of,  and 
In  the  name  of,  a corporation  described  In  subsection  (2)  above  or  a 
partnership  described  In  subsection  ( 3) (C)  or  ( 3) (D) ; and 

(5)  the  project  will,  under  federal  or  state  law,  or  local  legal 
authority  other  than  this  Code,  be  required  to  rent,  lease  or  sell  at  least 
20%  of  the  live/work  units  In  the  project  at  rates  or  prices  affordable  to 
households  whose  Incomes  are  no  greater  than  50%  of  the  median  Income  for 
households  In  San  Francisco  as  determined  under  California  Administrative  Code 
Section  6932,  or  Its  successor  provision,  or,  alternatively,  be  so  required  to 
rent,  lease  or  sell  a minimum  of  40%  of  the  live/work  units  at  rates  or  prices 
affordable  to  households  whose  Incomes  are  no  greater  than  60%  of  said  median 
Income;  and 

(6)  all  non-arts  activity  other  than  residential  In  the  project  Is 
otherwise  permitted  In  the  district,  or  Is  otherwise  conditional  In  the 
district  and  Is  approved  as  a conditional  use  pursuant  to  this  Code;  and 

(7)  the  subject  live/work  units  are  marketed  on  a preferential  basis 
for  arts  activities  as  defined  In  Section  102.2  of  this  Code.  For  the  purpose 
of  this  subsection,  "preferential  marketing"  shall  consist  of  (A)  advertising 
the  Initial  leasing  of  all  newly  created  units  In  publications  which  are 
oriented  to  audiences  engaged  In  arts  activities  for  a minimum  of  three  months 
In  advance  of  other  advertising  and,  for  subsequent  vacancies,  advertising  In 
similar  publications  promptly  after  future  vacancies  are  known  to  the  owner  or 
the  owner's  representatives,  but  In  no  event  less  than  one  month  In  advance  of 
other  advertising,  and  (B)  notification  of  organizations  concerned  with  arts 
activities  a minimum  of  three  months  In  advance  of  Initial  leasing  activities 
and,  for  subsequent  vacancies,  promptly  after  future  vacancies  are  known  to 
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the  owner  or  owner's  representative,  but  In  no  case  less  than  one  month  In 
advance  of  other  advertising. 

(c)  The  location  of  each  live/work  unit  In  a multi-unit  structure  In  a C 
or  M District  shall  be  marked  by  a plaque,  diagram  or  other  device  visible  to 
emergency  personnel  from  the  exterior  building  face  of  the  structure 
containing  the  unit. 

(d)  Each  person,  other  than  a person  applying  as  owner  of  a fee  Interest, 
who  applies  to  erect  or  alter  a live/work  unit,  or  to  change  use  or  occupancy 
In  order  to  authorize  a live/work  unit,  shall  submit  on  a form  approved  by  the 
Department  of  Public  Health,  a disclosure  signed  by  a fee  owner  of  the 
property  In  question  stating  what  hazardous  materials,  If  any,  are  known  to 
exist  In  the  vicinity  of  the  unit. 

(Sections  234  and  234.1  are  unchanged.) 

SEC.  234.2.  CONDITIONAL  USES,  P DISTRICTS,  (a)  The  following  uses  shall 
be  subject  to  approval  by  the  City  Planning  Commission,  as  provided  In  Section 
303  of  this  Code:  those  uses  listed  In  Sections 

209. 3(d), (e),(f),(g),(h),(1),(j);  209.4(a);  209. 5(a) , (b) ; 209.6(b);  ((and)) 
209.9(c);  and  234.2(c)and(d)  of  this  Code. 

(b)  With  respect  to  any  lot  In  a P District,  which  lot  Is  within  1/4  mile 
of  the  nearest  NC-1  or  Individual  Area  Neighborhood  Commercial  District  as 
described  In  Article  7 of  this  Code,  no  accessory  nonpubllc  use  shall  be 
permitted,  unless  such  use  or  feature  complies  with  the  controls  which  are 
applicable  In  any  NC-1  or  Individual  Area  Neighborhood  Commercial  District  or 
Restricted  Use  Subdistrict  located  within  1/4  mile  of  the  lot,  excluding  the 
provisions  of  zoning  category  .82,  as  defined  In  Section  790.80  of  Article  7. 

(c)  Parking  lot  or  garage  uses  listed  In  Sections  890.7  through  890.12  of 
this  Code  when  located  within  anv  P district  within  the  South  of  Market  Base 
District  and  within  the  rlght-of-wav  of  anv  state  or  federal  highway. 

(d)  In  anv  P District  which  Is  within  the  South  of  Market  Base  District. 
If  the  use  Is  located  within  the  rlght-of-wav  of  anv  state  or  federal  highway. 
the_  following  uses: 

ill  Retail  and  personal  service  uses  primarily  meeting  the  needs  of 
commuters  on  nearby  streets  and  highways  or  persons  who  work  or  live  nearby. 
provided  that: 

iAl  The  space  Is  on  the  ground  floor  of  a pub! 1 cl v-accesslble  parking 
garage: 

IB 1 The  total  gross  floor  area.p.er  estebii5hme.n.t_d.Q.es._not  exceed  2.5QQ 
square  feet: 

111  The  space  fronts  on  a major  thoroughfare  .and 

<31  The  building  facade  Incorporates  sufficient  fenestration  and  lighting 
to  create  an  attractive  urban. design  and.  pe.d.estxiAD=Qrl£n.tgd  scale. 

121  Qpen-ajr  sale.of  .D.ew„or  used  merchandise,  except  vehicle?,  located, 
within  a publlcJ.y-acM55.ib.le.. parking  lot,  provided  that; 

(A)  The  sale  of  goods  and  the  presence  of  anv  booths  or  other  accessory 
appurtenances  .are  1 Irolted.tQ  weekend  and/or  holiday.. daytime  hours; 

ifil  Sufficient  numbers  of  pub!  Id  v-accesslble  toilets  and  trash 
receptacles  are  provided  on-site  and  are  adequately  maintained:  and 

(C)  The  site  and  vicinity  are  maintained  free  of  trash  and  debris. 


[Sections  235  through  248  are  unchanged.] 
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((SEC.  249.  MID- SOUTH  OF  MARKET  SPECIAL  USE  DISTRICT.  There  shall  be  a 
special  use  district  known  as  the  "Mid-South  of  Market  Special  Use  District", 
as  designated  on  Sectional  Map  Nos.  lSUc  and  7SU  of  the  Zoning  Map,  In  which 
all  the  provisions  of  this  Code  governing  the  C-3-S  District  shall  apply, 
except  that  the  basic  floor  area  ratio  limit  for  any  office  use  shall  be  2.0 
to  1,  which  limit  may  not  be  exceeded  through  transfer  of  TDR  as  otherwise 
allowed  by  Section  128.  This  limit  on  floor  area  ratio  Is  the  same  as  that 
Imposed  as  part  of  the  Interim  South  of  Market  Industrial  and  Housing 
Conservation  Special  Use  District,  as  provided  In  Section  246  of  this  Code, 
which  District  Is  currently  under  study  by  the  Department  of  City  Planning. 
The  adoption  of  this  Section  Is  not  Intended  to  repeal,  modify,  or  supersede 
the  provisions  of  Section  246.)) 


[Sections  249E  through  254  are  unchanged.] 


SEC.  260.  HEIGHT  LIMITS:  MEASUREMENT,  (a)  Method  of  Measurement.  The 

limits  upon  the  height  of  buildings  and  structures  shall  be  as  specified  on 
the  Zoning  Map.  In  the  measurement  of  height  for  purposes  of  such  limits,  the 
following  rules  shall  be  applicable: 

(1)  The  point  above  which  such  measurements  shall  be  taken  shall  be  as 
specified  In  the  definition  of  "height"  In  this  Code. 

(2)  The  upper  point  to  which  such  measurement  shall  be  taken  shall  be  the 
highest  point  on  the  finished  roof  In  the  case  of  a flat  roof,  and  the  average 
height  of  the  rise  In  the  case  of  a pitched  or  stepped  roof,  or  similarly 
sculptured  roof  form,  or  any  higher  point  of  a feature  not  exempted  under 
Subsection  (b)  below. 

(3)  In  cases  where  the  height  limit  Is  65  feet  or  less  and  a street  from 
which  height  measurements  are  made  slopes  laterally  along  the  lot,  or  the 
ground  slopes  laterally  on  a lot  that  also  slopes  upward  from  the  street, 
there  shall  be  a maximum  width  for  the  portion  of  the  building  or  structure 
that  may  be  measured  from  a single  point  at  curb  or  ground  level,  according  to 
the  definition  of  "height",  as  specified  In  the  following  table.  These 
requirements  shall  not  apply  to  any  property  to  which  the  bulk  limitations  In 
Section  270  of  this  Code  are  applicable. 
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TABLE  260 

HEIGHT  MEASUREMENT  ON  LATERAL  SLOPES 
WHERE  HEIGHT  LIMIT  IS  65  FEET  OR  LESS 


Average  Slope  of  Curb  or  Ground 
From  Which  Height  Is  Measured 

Maximum  Width  for 
Portion  of  Building 
that  May  Be  Measured 
from  a Single  Point 

5 percent  or  less 

No  requirement 

More  than  5 percent  but  no  more 
than  15  percent 

65  feet 

More  than  15  percent  but  no  more 
than  20  percent 

55  feet 

More  than  20  percent  but  no  more 
than  25  percent 

45  feet 

More  than  25  percent 


35  feet 
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(b)  Exemptions.  In  addition  to  other  height  exceptions  permitted  by  this 
Code,  the  features  listed  In  this  Subsection  shall  be  exempt  from  the  height 
limits  established  by  this  Code,  In  an  amount  up  to  but  not  exceeding  that 
which  Is  specified. 

(1)  The  following  features  shall  be  exempt;  provided  the  limitations 
Indicated  for  each  are  observed;  provided  further  that  the  sum  of  the 
horizontal  areas  of  all  features  listed  In  this  Paragraph  (b)(1)  shall  not 
exceed  20  percent  of  the  horizontal  area  of  the  roof  above  which  they  are 
situated,  or.  In  C-3  Districts,  and  In  the  Rincon  Hill  Special  Use  District, 
where  the  top  of  the  building  has  been  separated  Into  a number  of  stepped 
elements  to  reduce  the  bulk  of  the  upper  tower,  of  the  total  of  all  roof  areas 
of  the  upper  tower;  and  provided  further  that  In  any  R,  RC-1 , RC-2,  RC-3  or 
RC-4  District  the  sum  of  the  horizontal  areas  of  all  such  features  located 
within  4he  first  10  feet  of  depth  of  the  building,  as  measured  from  the  front 
wall  of  the  building,  shall  not  exceed  20  percent  of  the  horizontal  area  of 
the  roof  In  such  first  10  feet  of  depth. 

As  an  alternative,  the  sum  of  the  horizontal  areas  of  all  features  listed 
In  this  Paragraph  (b)(1)  may  be  equal  but  not  exceed  20  percent  of  the 
horizontal  area  permitted  for  buildings  and  structures  under  any  bulk 
limitations  In  Section  270  of  this  Code  applicable  to  the  subject  property. 

Any  such  sum  of  20  percent  heretofore  described  may  be  Increased  to  30 
percent  by  unroofed  screening  designed  either  to  obscure  the  features  listed 
under  (A)  and  (B)  below  or  to  provide  a more  balanced  and  graceful  silhouette 
for  the  top  of  the  building  or  structure. 

(A)  Mechanical  equipment  and  appurtenances  necessary  to  the  operation  or 
maintenance  of  the  building  or  structure  Itself,  Including  chimneys, 
ventilators,  plumbing  vent  stacks,  cooling  towers,  water  tanks,  panels  or 
devices  for  the  collection  of  solar  or  wind  energy  and  window-washing 
equipment,  together  with  visual  screening  for  any  such  features.  This 
exemption  shall  be  limited  to  the  top  10  feet  of  such  features  where  the 
height  limit  Is  65  feet  or  less,  and  the  top  16  feet  of  such  features  where 
the  height  limit  Is  more  than  65  feet. 

(B)  Elevator,  stair  and  mechanical  penthouses,  fire  towers,  skylights  and 
dormer  windows.  This  exemption  shall  be  limited  to  the  top  10  feet  of  such 
features  where  the  height  limit  Is  65  feet  or  less,  and  the  top  16  feet  of 
such  features  where  the  height  limit  Is  more  than  65  feet. 

(C)  Stage  and  scenery  lofts. 

(D)  Ornamental  and  symbolic  features  of  public  and  religious  buildings  and 
structures,  Including  towers,  spires,  cupolas,  belfries  and  domes,  where  such 
features  are  not  used  for  human  occupancy. 

(E)  In  any  C-3  District,  enclosed  space  related  to  the  recreational  use  of 
the  roof,  not  to  exceed  16  feet  In  height. 

(F)  In  any  C-3  or  South  of  Market  District,  additional  building  volume 
used  to  enclose  or  screen  from  view  the  features  listed  under  Subsections 
(b)(1)(A)  and  (B)  above.  The  rooftop  form  created  by  the  added  volume  shall 
not  be  subject  to  the  percentage  coverage  limitations  otherwise  applicable  to 
this  Subsection  but  shall  meet  the  requirements  of  Section  141  and  shall  not 
exceed  20  feet  In  height,  measured  as  provided  In  Subsection  (a)  above,  and 
may  not  exceed  a total  volume,  Including  the  volume  of  the  features  being 
enclosed,  equal  to  3/4  of  the  horizontal  area  of  all  upper  tower  roof  areas  of 
the  building  measured  before  the  addition  of  any  exempt  features  times  20. 
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(G)  In  any  C-3  District,  vertical  extensions  to  buildings,  such  as  spires, 
which  enhance  the  visual  appearance  of  the  structure  and  are  not  used  for 
human  occupancy  may  be  allowed,  pursuant  to  the  provisions  of  Section  309,  up 
to  75  feet  above  the  height  otherwise  allowed.  The  extension  shall  not  be 
subject  to  the  percentage  coverage  limitations  otherwise  applicable  to  this 
Subsection,  provided  that  the  extension  Is  less  than  100  square  feet  In 
cross-section  and  18  feet  In  diagonal  dimension. 

(H)  In  the  Rincon  Hill  Special  Use  District,  enclosed  space  related  to  the 
recreational  use  of  the  roof,  not  to  exceed  16  feet  in  height. 

(I)  In  the  Rincon  Hill  Special  Use  District,  additional  building  volume 
used  to  enclose  or  screen  from  view  the  features  listed  under  Subsections 
(b)(1)(A)  and  <((b)(l)))(B)  above.  The  rooftop  form  created  by  the  added 
volume  shall  not  be  subject  to  the  percentage  coverage  limitations  otherwise 
applicable  to  this  Subsection  but  shall  meet  the  requirements  of  Section  141 
and  shall  not  exceed  20  feet  In  height,  measured  as  provided  In  Subsection  (a) 
above,  and  may  not  exceed  a total  volume,  Including  the  volume  of  the  features 
being  enclosed,  equal  to  3/4  of  the  horizontal  area  of  all  upper  tower  roof 
areas  of  the  building  measured  times  20. 

(2)  The  following  features  shall  be  exempt,  without  regard  to  their 
horizontal  area,  provided  the  limitations  Indicated  for  each  are  observed: 

(A)  Railings,  parapets  and  catwalks,  with  a maximum  height  of  four  feet. 

(B)  Open  railings,  catwalks  and-  fire  escapes  required  by  law,  wherever 
situated. 

(C)  Unroofed  recreation  facilities  with  open  fencing,  including  tennis  and 
basketball  courts  at  roof  level,  swimming  pools  with  a maximum  height  of  four 
feet  and  play  equipment  with  a maximum  height  of  10  feet. 

(D)  Unenclosed  seating  areas  limited  to  tables,  chairs  and  benches,  and 
related  wind  screens,  lattices  and  sunshades  with  a maximum  height  of  10  feet. 

(E)  Landscaping,  with  a maximum  height  of  four  feet  for  all  features  other 
than  plant  materials. 

(F)  Short-term  parking  of  passenger  automobiles,  without  additional 
structures  or  equipment  other  than  trellises  or  similar  overhead  screening  for 
such  automobiles  with  a maximum  height  of  eight  feet. 

(G)  Amusement  parks,  carnivals  and  circuses,  where  otherwise  permitted  as 
temporary  uses. 

(H)  Flagpoles  and  flags,  clothes  poles  and  clotheslines,  and  weather-vanes. 

(I)  Radio  and  television  antennae  where  permitted  as  accessory  uses  and 
towers  and  antennae  for  transmission,  reception,  or  relay  of  radio,  television 
or  other  electronic  signals,  where  permitted  as  principal  or  conditional  uses, 
subject  to  the  limitations  of  Subsections  227(h)  and  (1)  of  this  Code  and 
limitations  Imposed  by  the  City  Planning  Commission. 

(J)  Warning  and  navigation  signals  and  beacons,  light  standards  and 
similar  devices,  not  including  any  sign  regulated  by  this  Code. 

(K)  Public  monuments  owned  by  government  agencies. 

(L)  Cranes,  scaffolding  and  batch  plants  erected  temporarily  at  active 
construction  sites. 

(H)  Structures  and  equipment  necessary  for  the  operation  of  Industrial 
plants,  transportation  facilities,  public  utilities  and  government 
Installations,  where  otherwise  permitted  by  this  Code  and  where  such 
structures  and  equipment  do  not  contain  separate  floors,  not  Including  towers 
and  antennae  for  transmission,  reception,  or  relay  of  radio,  television,  or 
other  electronic  signals  where  permitted  as  principal  or  conditional  uses  by 
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this  Code. 

(N)  Buildings,  structures  and  equipment  of  the  San  Francisco  Port 
Commission,  where  not  subject  to  this  Code  due  to  provisions  of  the  San 
Francisco  Charter  or  State  law. 

(O)  Additional  building  height,  up  to  a height  of  three  feet  above  the 
Other wise  applicable  height  limit,  where  the  uppermost  floor  of  the  building 
is  to  be  occupied  solely  bv  live/work  units  located  within  a South  of  Market 
DJ  strict,  provided  that  the  floor-to-finished  celling  height  of  all  11ve/work_ 
units  on  the  uppermost  floor  exceeds  fourteen  feet  bv  at  least  the  amount  of 
additional  height  being  allowed  pursuant  to  this  Subsection, 

IP)  Enclosed  recreational  facilities  up  to  a height  of  ten  feet  above  the 
otherwise  applicable  height  limit  when  located  within  both  an  SSO  District  and 
a 6S-U  height  and  bulk  district  and  when  authorized  bv  the  Cltv  Planning 
Commission  as  a conditional  use  pursuant  to  Sections  303  and  316  of  this  Code. 
p r ovided  that  the  protect  Is  designed  In  such  a wav  as  to  reduce  the  apparent 
mass  of  the  structure  above  a base  50  foot  building  height. 

[Sections  261  through  263.10  are  unchanged.] 

SEC,  263,11  SPECIAL  HEIGHT  EXCEPTIONS.:  SOUTH  QF  MARKET  RSD  4Q-X/fi5-_B_ 
HEIGHT  DISTRICT,  (a)  General.  In  the  40-X/85-B  height  and  bulk  district,  as 
designated  on  Sectional  Map  No.  1H  of  the  Zoning  Map,  located  within  the 
boundaries  of  the  South  of  Market  RSD  District,  height  exceptions  above  the 
f ortv-foot  base  height  to  a maximum  of  85  feet  mav  be  approved  in  accordance 
with  the  conditional  use  procedures  and  criteria  provided  In  Sections  303  and 
316  of  this  Code,  and  the  criteria  and  conditions  set  forth  in  Subsection  (c) 
b.el.Qw. 

would  allow  the  construction  of  additional  dwelling  or  llve/work  units,  a 
portion  of  which  mav  be  affordable  to  low-  and  moderate-income  households,  to 
5 e rve  housing  and  other  needs  In  the  Cltv  and  would  benefit  the  public. 

e r pylded  that  the  structure  is  designed  to  reduce  shadows  .o.n.pubi  1c  sidewalks, 
and  open  spaces  and  adverse  Impacts  on  light  and  air  to  adjacent  residential 
uses  and  on  sunlight  access  to  adjacent  residential  open  spaces,  to  reduce 
adverse  wind  Impacts  to  adlacent  uses,  to  provide  an  appropriate  height 
t r ansi 1 1 on  to  adjacent  higher  or  lower  buildings,  and  to  otherwise  satisfy 
s u.b section  (c)  below  and  the  conditional  use  criteria  of  this  Code. 

i El  Conditions,  The  City  Planning  CQnwDisslfin--Sha.il.  Impose  conditions  on 
the  approval  of  additional  height  pursuant  to  this  subsection  to  mitigate  the 

1 mP a c t that  such_h_eiqht  may  have  on  adjacent  uses  and- property. inch 

conditions  shall  Include,  but  not  be  limited  to  the  requirements  of  paragraphs 

U!  And  (Z)  below, Ihe_Comn1sslQn  mav  Impose  further  conditions  concerning 

a f fordable  housing,  pursuant  to  paragraph  (4)  below. 

(U  Reduction  of  Shadows  on  Certain  Public.  Publicly  Accessible,  or 
Publicly  Financed  or  Subsidized  Private  Open  Space. 

(A)  New  buildings  or  additions  subject  to  this  Section  shall  be  shaped  to 
reduce  substantial  shadow  Impacts  on  public  plazas,  parks  or  other  nearby 
pud  1 ipbsccessible  or  publicly  financed  private  open  spaces.  The  criteria 
set  forth _ln.Sje.cl1  on  147  of  this  Code  shall  be  used  to  assess  the  shadow 
impacts  of  new  building  development  over  40  feet  In  height. 
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(B)  To  the  extent  that  height  above  40  feet  on  lots 
14.16. 18.19. 20. 20A. 21  . 22. 24. 25. 26. 28. 29. 30. 31. 34. 91  and  92  of  Assessor's  Block 
3733  and  on  lots  14.15.17.18.  19.23.24.26.27.28.32.33,36  and  95  of  Assessor's 
Block  3752  would  create  adverse  impact  on  light  and  air  to  adjacent 
residential  uses  and/or  sunlight  access  to  residential  open  spaces,  such 
additional  height  shall  not  be  permitted- 

ill  Reduction  of  Ground  Level  Hind  Currents.  New  buildings  or  additions 
subject  to  this  Section  shall  be  shaped,  or  other  wind  baffling  measures  shall 
be  adopted,  so  that  the  development  will  not  cause  ground  level  wind  currents 
to  exceed,  more  than  IPX  of  the  time  year  round,  between  7 a.m.  and  6 p.m.. 
the  comfort  level  of  11  m.p.h.  equivalent  wind  speed  In  areas  of  substantial 

pedestrian  me  and  7 m.p.h.  equivalent  wind  speed  In  public  seating  areas. 

When  pre-existing  ambient  wind  speeds  exceed  the  comfort  level,  the  building 
or  addition,  shall  be  designed  to  reduce  the  ambient  wind  speeds  to  meet  the 
requirements, 

If..l_t..is-.shpwp  that  a building  or  addition  cannot  be  shap.ed..Qr_winjL. 
baffling  measures  cannot  be  adopted  to  meet  the  foregoing  requirements  without 
creating  an  unattractive  and  ungainly  building  form  and  without  unduly 
restricting  the  development  potential  of  the  building  site  In  question,  and/or 
It  Is  concluded  that,  because  of  the  limited  amount  bv  which  the  comfort  level 
is  exceeded,  the  limited  location  In  which  the  comfort  level  Is  exceeded,  or 
the  limited.tlipe  during  which  the  comfort  level  is  exceeded,.. tbe.-MdfL1onJ_s_ 
insubstantial,  an  exception  may  be  granted.  In  accordance  with  the  provisions 
of  Section  307(g)  of  this  Code,  allowing  the  building  or  addition  to  add  to 
the  amount  of  time  that  the  comfort  level  is  exceeded  by  the  least  practical 
amount. 

No  exception  shall  be  allowed  and  no  building  or  addition  shall  be 
permitted  that  causes. .equivalent,  wind. .s-pe.e_d.s.  to.  reach  or  exceed  the  Jiaz.arjL 
l£V£l— of  26  miles  per  hour  for  a single  hour  of  the  year. 

For,_the  purposes,  .of  thi  s..5e.c.t  ion ...  .the,.t.e..rm_"e.gui  vai  ent  wind  spe.e-d."„ sMU. 
mean  an  hourly  mean  wind  speed  adjusted  to  incorporate  the  effects  of 
gustiness  or  turbulence  on  pedestrians. 

ill  Construction  of  live/work  Units  Above  the  40  Foot  Base  Height  Limit. 

Live/work  units  mav  be  relied  upon  to  qualify  for  a height  exception 
uMer  thls_-S.ect.lpn  only  if: 

(A)  Each  non-residential  use  within  each  individual  1 Ive/work  unit  Is 
limited  to  an  activity  permitted  within  the  district  or  conditional  within  the 
district  and-speciflcally  approved  as  a conditional  uiei 

<B)  Each  llve/woxL..gjiJ.i_U-.iu.ffLc.le.ntly  Insulated  for  ..noise  attenuation 
between  units  to  Insure  that  noise  shall  not  exceed  the  acceptable  decibel 
levels  established  for  residential  use  as  specified  In  the  San  Francisco  Noise 
Control  Ordinance:  and 
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(C)  The  project  satisfies  the  open  space,  parking  and  freight  loading 
provisions  of  this  Code  without  administrative  exceptions;  and 

(D)  The  project  satisfies  tire. affordability  requirements  set  forth  In 

(A)  Affordability.  In  determining  whether  to  allow  a height  exception 
UT der  this  Section  the  Planning  Commission  shall.  In  addition  to  the  criteria 
set  forth  in  Section  303(c)  of  this  Code,  consider  the  extent  to  which  the 
project  seeking  the  exception  win  Include  units  affordable  to  low-_,and 

moderate- Income  households, The  City  Planning  Commission  may  impose 

conditions  on  the  approval  of  additional  height  pursuant  to  this  Subsection  to 
assure  housing  affordability  and  the  enforceability  and  enforcement  of  housing 
affordability  and  use  provisions,  which  mav  Include,  but  need  not  be  limited 
to,  a requirement  that  a minimum  stated  percentage  of  the  total  number  of 
units  approved  pursuant  to  this  Section  remain  affordable  to  households  whose 
A ncomes  are  not  greater  than  a stated  percentage  of  a defined  median  Income 
for  a period  of  not  les.s.  than  e stated  number  of  years, 

LA)  The  property  owner  shall  submit  an  annual  report  to  the  Cltv.  along 
with  a fee  whose  amount  shall  be  determined  periodically  by  the  City  Planning 
Commission,  to  cover  costs  of  the  enforcement  of  the  affordability  of 

designated  units- The  fee  shall  not  exceed  the  amount  of  those  costs. Ihe_ 

report  shall  state  rents,  annual  household  Income,  number  of  adults  and 
chi ,i.dre.n_J l.vl.ng_1.ii  each  designated  unit,  and  such  other  Information  as  the 
City  may  require. 


[Section  263.12  Is  unchanged.] 


SEC.  270.  BULK  LIMITS;  MEASUREMENT,  (a)  The  limits  upon  the  bulk  of 
buildings  and  structures  shall  be  as  stated  In  this  Section  and  In  Sections 
271  and  272.  The  terms  "height",  "plan  dimensions",  "length"  and  "diagonal 
dimensions"  shall  be  as  defined  In  this  Code.  In  each  height  and  bulk 
district,  the  maximum  plan  dimensions  shall  be  as  specified  In  the  following 
table,  at  all  horizontal  cross-sections  above  the  height  Indicated. 
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TABLE  270 
BULK  LIMITS 


District 
Symbol  on 

Height  Above  Hhlch 
Maximum  Dimensions 

Maximum  Plan  Dimensions 
(In  feet) 

Zoning  Map 

Apply  (In  feet) 

Length 

Diagonal  Dimension 

A 

40 

110 

125 

B 

50 

110 

125 

C 

80 

110 

125 

D 

40 

no 

140 

E 

65 

no 

140 

F 

80 

no 

140 

G 

80 

170 

200 

H 

100 

170 

200 

I 

150 

170 

200 

J 

40 

250 

300 

K 

60 

250 

300 

L 

80 

250 

300 

M 

100 

250 

300 

N 

40 

50 

100 

R iee.  Sub 

. 51 (throuah  105)  200 

200 

section  (e) 

R 105  110  125 

OS  See  Section  290. 


S This  table  not  applicable.  But  see  Section  270(d). 

T At  setback  height  established  pursuant  to  Section 
132.2,  but  no  higher  than  80  feet, 
u 50  not  limited,  but  15  foot  set.to.ck 

required  along  all  street 

fCQn.tftflfii, 

X This  table  not  applicable.  But  see  Section 
260(a)(3). 

(b)  These  limits  shall  not  apply  to  the  buildings,  structures  and 
equipment  listed  In  Section  260(b)(2)(K) , (L),  (M)  and  (N)  of  this  Code, 
subject  to  the  limitations  expressed  therein. 

(c)  Maximum  plan  lengths  and  diagonal  dimensions  do  not  apply  to  cornices 
or  other  decorative  projections. 

(d)  The  bulk  limits  contained  In  this  Subsection  shall  apply  In  S Bulk 
Districts  as  designated  on  Sectional  Map  Nos.  1H,  2H  and  7H  of  the  Zoning  Map. 

(1)  Base.  The  base  Is  the  lowest  portion  of  the  building  extending 
vertically  to  a streetwall  height  up  to  1.25  times  the  width  of  the  widest 
abutting  street  or  50  feet,  whichever  Is  more.  There  are  no  length  or 
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diagonal  dimension  limitations  applicable  to  the  base.  The  building  base 
shail  be  delineated  from  the  lower  and  upper  tower  and  related  to  abutting 
buildings  by  a setback,  cornice  line  or  equivalent  projection  or  other 
appropriate  means. 

(2)  Lower  Tower. 

(A)  Dimensions.  Bulk  controls  for  the  lower  tower  apply  to  that  portion 
of  the  building  height  above  the  base  as  shown  on  Chart  B.  For  buildings  of 
less  than  160  feet  In  height,  the  lower  tower  controls  are  the  only  bulk 
controls  above  the  base  of  the  building.  The  bulk  controls  for  the  lower 
tower  are  a maximum  length  of  160  feet,  a maximum  floor  size  of  20,000  square 
feet,  and  a maximum  diagonal  dimension  of  190  feet. 


CHART  B 

BULK  LIMITS 
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(B)  Additional  Bulk  for  Elevators.  Solely  in  order  to  accommodate 
additional  elevators  required  by  tall  buildings  the  lower  portion  (up  to  the 
height  shown  on  Chart  B)  of  the  lower  tower  of  a building  500  feet  tall  or 
taller  may  be  enlarged  up  to  a maximum  length  of  190  feet,  a maximum  diagonal 
dimension  of  230  feet  and  a maximum  floor  size  of  up  to  25,000  square  feet 
without  a corresponding  reduction  in  upper  floor  size. 

(3)  Upper  Tower. 

(A)  Dimensions.  Upper  tower  bulk  controls  apply  to  buildings  taller  than 
160  feet.  They  apply  to  the  upper  tower  portion  of  a building  up  to  the 
height  shown  on  Chart  B,  which  height  excludes  the  vertical  attachment  and 
other  features  exempted  by  Section  260  and  excludes  the  extended  upper  tower 
height  exceptions  provided  for  in  Section  263.7  of  this  Code.  The  bulk 
controls  for  the  upper  tower  are:  a maximum  length  of  130  feet;  a maximum 

average  floor  size  of  12,000  square  feet;  a maximum  floor  size  for  any  floor 
of  17,000  square  feet;  and  a maximum  average  diagonal  measure  of  160  feet.  In 
determining  the  average  floor  size  of  the  upper  tower,  areas  with  a 
cross-sectional  area  of  less  than  4,000  square  feet  may  not  be  counted  and 
sculptured  architectural  forms  that  contain  large  volumes  of  space  but  no 
usable  floors  shall  be  Included  In  average  floor  size  calculation  by  computing 
the  cross-section  at  12.5-foot  Intervals. 

<B)  Volume  Reduction.  When  the  average  floor  size  of  the  lower  tower 
exceeds  5,000  square  feet,  the  volume  of  the  upper  tower  shall  be  reduced  to  a 
percentage  of  the  volume  that  would  occur  If  the  average  floor  size  of  the 
lower  tower  were  extended  to  the  proposed  building  height.  The  percentage 
varies  with  the  bulk  of  the  lower  tower  and  with  whether  or  not  a height 
extension  Is  employed  pursuant  to  Section  263.7  and  Is  shown  on  Chart  C.  In 
achieving  the  required  volume  reduction,  a setback  or  change  in  profile  at  a 
specific  elevation  Is  not  required. 

(C)  Extensions.  Extensions  of  the  upper  tower  above  the  otherwise 
allowable  height  limits  may  be  permitted  as  provided  In  Section  263.7 

(D)  Termination  of  the  Tower.  The  top  of  the  tower  shall  be  massed  in  a 
manner  that  will  create  a visually  distinctive  roof  or  other  termination  of 
the  building  facade.  Modifications  to  a proposed  project  may  be  required,  In 
the  manner  provided  In  Section  309,  to  achieve  this  purpose. 

(e)  In  Bulk  District  R,  bulk  limitations  are  as  follows: 

(1)  Between  51  and  105  feet  In  height,  the  maximum  plan  dimensions 
measured  diagonally  may  not  exceed  200  feet,  and  the  average 
Individual  floor  area  may  not  exceed  20,000  gross  square  feet. 

(2)  Above  105  feet  In  height,  each  side  of  the  building  shall  be  limited 
to  110  feet  In  length,  and  maximum  plan  dimensions  measured 
diagonally  may  not  exceed  125  feet  except  for  the  lower  1/3  of  the 
structure  above  105  feet,  which  shall  be  subject  to  Subsection  (3) 
below;  the  average  floor  area  of  all  floors  above  105  feet  may  not 
exceed  7,500  gross  square  feet. 

(3)  The  volume  of  the  upper  1/3  of  the  structure  above  105  feet  shall  be 
at  least  15  percent  less  than  the  volume  of  the  middle  1/3  above  105 
feet,  and  the  volume  of  the  lower  1/3  of  the  structure  above  105  feet 
shall  be  at  least  15  percent  more  than  the  volume  of  the  middle  1/3 
above  105  feet. 

(4)  In  order  to  provide  light  and  air  between  structures  and  to  avoid 
excessive  screening  of  downtown  views  from  the  bridge,  distances 
between  structures  In  height  districts  above  105  feet  should  not  be 
less  than  150  feet. 
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(Sections  271  through  295  are  unchanged.) 


SEC.  301.  GENERAL  DESCRIPTION  OF  ZONING  PROCEDURES.  This  Section  Is  a 
summary  of  provisions  more  fully  described  In  the  remainder  of  this  Article. 

The  final  legislative  authority  for  enactment  and  amendment  of  the  zoning 
provisions  contained  In  this  Code  resides  In  the  Board  of  Supervisors. 

However,  all  proposals  for  reclassifications  of  property  or  other  amendments 
are  considered  first  by  the  City  Planning  Commission,  and  Its  disapprovals  are 
final  unless  overruled  by  the  Board  of  Supervisors. 

The  provisions  of  this  Code  are  administered  by  the  Zoning  Administrator 
and  other  staff  members  of  the  Department  of  City  Planning,  by  means  of  public 
Information,  review  of  permit  applications,  keeping  of  records.  Interpretation 
of  the  meaning  and  Intent  of  the  Code,  and  enforcement  actions  against 
violations.  The  Zoning  Administrator  Is  also  responsible  for  reviewing  the 
effectiveness  of  the  Code  and  recommending  appropriate  changes  to  the 
legislative  authorities. 

Certain  specific  uses  and  features  In  various  zoning  districts  require 
approval  by  the  City  Planning  Commission  through  conditional  use  procedures, 

In  which  the  Commission  determines  whether  the  provisions  of  the  Code  are  met. 

The  decisions  of  the  Commission  In  these  cases  may  be  appealed  to  the 
Board  of  Supervisors. 

In  some  cases,  provisions  of  the  Code  may  be  relaxed  by  means  of  variances 
or  administrative  review  granted  by  the  Zoning  Administrator,  provided,  for  a 
variance,  that  certain  specified  findings  can  be  made,  and  for  administrative 
review,  that  the  conditions  of  the  section  authorizing  such  review  are 
satisfied.  Decisions  In  these  cases  may  be  appealed  to  the  Board  of  Permit 
Appeals . 

The  responsibilities  of  each  of  these  persons  and  agencies  are  derived 
from  the  San  Francisco  Charter. 

[Section  302  Is  unchanged.] 


SEC.  303.  CONDITIONAL  USES,  (a)  General.  The  City  Planning  Commission 
shall  hear  and  make  determinations  regarding  applications  for  the 
authorization  of  conditional  uses  In  the  specific  situations  In  which  such 
authorization  is  provided  for  elsewhere  In  this  Code.  The  procedures  for 
conditional  uses  shall  be  as  specified  In  this  Section  and  In  Sections  306 
through  306.6,  except  that  Planned  Unit  Developments  shall  In  addition  be 
subject  to  Section  304,  medical  Institutions  and  post-secondary  educational 
Institutions  shall  In  addition  be  subject  to  the  Institutional  master  plan 
requirements  of  Section  304.5,  and  conditional  use  and  Planned  Unit 
Development  applications  filed  pursuant  to  Article  7,  or  otherwise  required  by 
this  Code  for  uses  or  features  In  Neighborhood  Commercial  Districts,  and 
CflD(M.nppftl  use. applications  W.lthlg  South  .of  ..Jtor.kg.t.-.d.lJtrlctS,  shall  be 
subject  to  the  provisions  set  forth  In  Sections  316  through  316.8  of  this 
Code,  In  lieu  of  those  provided  for  In  Sections  306.2  and  306.3  of  this  Code, 
with  respect  to  scheduling  and  notice  of  hearings,  and  In  addition  to  those 
provided  for  in  Sections  306.4  and  306.5  of  this  Code,  with  respect  to  conduct 
of  hearings  and  reconsideration. 
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(b)  Initiation.  A conditional  use  action  may  be  Initiated  by  application 
of  the  owner,  or  authorized  agent  for  the  owner,  of  the  property  for  which  the 
conditional  use  Is  sought. 

(c)  Determination.  After  Its  hearing  on  the  application,  or  upon  the 
recommendation  of  the  Director  of  Planning  If  the  application  Is  filed 
pursuant  to  Sections  316  through  316.8  of  this  Code  and  no  hearing  Is 
required,  the  City  Planning  Commission  shall  approve  the  application  and 
authorize  a conditional  use  If  the  facts  presented  are  such  to  establish: 

(1)  That  the  proposed  use  or  feature,  at  the  size  and  Intensity 
contemplated  and  at  the  proposed  location,  will  provide  a development  that  Is 
necessary  or  desirable  for,  and  compatible  with,  the  neighborhood  or  the 
community;  and 

(2)  That  such  use  or  feature  as  proposed  will  not  be  detrimental  to  the 
health,  safety,  convenience  or  general  welfare  of  persons  residing  or  working 
In  the  vicinity,  or  Injurious  to  property.  Improvements  or  potential 
development  In  the  vicinity,  with  respect  to  aspects  Including  but  not  limited 
to  the  fol lowing: 

(A)  The  nature  of  the  proposed  site.  Including  its  size  and  shape,  and  the 
proposed  size,  shape  and  arrangement  of  structures; 

(B)  The  accessibility  and  traffic  patterns  for  persons  and  vehicles,  the 
type  and  volume  of  such  traffic,  and  the  adequacy  of  proposed  off-street 
parking  and  loading; 

(C)  The  safeguards  afforded  to  prevent  noxious  or  offensive  emissions  such 
as  noise,  glare,  dust  and  odor; 

(D)  Treatment  given,  as  appropriate,  to  such  aspects  as  landscaping, 
screening,  open  spaces,  parking  and  loading  areas,  service  areas,  lighting  and 

signs;  and 

(3)  That  such  use  or  feature  as  proposed  will  comply  with  the  applicable 
provisions  of  this  Code  and  will  not  adversely  affect  the  Master  Plan;  and 

(4)  With  respect  to  applications  filed  pursuant  to  Article  7 of  this  Code; 
that  such  use  or  feature  as  proposed  will  provide  development  that  Is  In 
conformity  with  the  stated  purpose  of  the  applicable  Neighborhood  Commercial 
District,  as  set  forth  In  zoning  control  category  .1  of  Sections  710  through 
729  of  this  Code;  and 

(5)  (A)  With  respect  to  applications  filed  pursuant  to  Article  7,  Section 
703.2(a),  zoning  categories  .46,  .47,  and  .48,  In  lieu  of  the  criteria  set 
forth  above  In  Section  303vc)(l-4),  that  such  use  or  feature  will: 

(I)  Not  be  located  within  1000  feet  of  another  such  use,  If  the  proposed 
use  or  feature  Is  Included  In  zoning  category  .47,  as  defined  by  Section 
790.36  of  this  Code;  and/or 

(II)  Not  be  open  between  two  a.m.  and  six  a.m.;  and 

(ill)  Not  use  electronic  amplification  between  midnight  and  six  a.m.;  and 

(1v)  Be  adequately  soundproofed  or  insulated  for  noise  and  operated  so 
that  Incidental  noise  shall  not  be  audible  beyond  the  premises  or  In  other 
sections  of  the  building,  and  fixed  source  equipment  noise  shall  not  exceed 
the  decibel  levels  specified  In  the  San  Francisco  Noise  Control  Ordinance. 

(B)  Notwithstanding  the  above,  the  City  Planning  Commission  may  authorize 
a conditional  use  which  does  not  satisfy  the  criteria  set  forth  In  (5XAX11) 
and/or  (5XAX111)  above,  If  facts  presented  are  such  to  establish  that  the 
use  will  be  operated  In  such  a way  as  to  minimize  disruption  to  residences  In 
and  around  the  district  with  respect  to  noise  and  crowd  control. 
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(6)  With  respect  to  applications  for  live/work  units  In  RH  and  RM 
Districts  filed  pursuant  to  Section  209.9(f)  or  209.9(h)  of  this  Code,  that: 

(A)  Each  live/work  unit  is  within  a building  envelope  In  existence  on  the 
effective  date  of  Ordinance  No.  (effective  month  date,  1988),  and  also 
within  a portion  of  the  building  which  lawfully  contains  at  the  time  of 
application  a nonconforming,  non-resldentlal  use; 

(B)  There  shall  be  no  more  than  one  live/work  unit  for  each  1,000  gross 
square  feet  of  floor  area  devoted  to  live/work  units  within  the  subject 
structure;  and 

(C)  The  project  sponsor  will  provide  any  off-street  parking,  In  addition 
to  that  otherwise  required  by  this  Code,  needed  to  satisfy  the  reasonably 
anticipated  auto  usage  by  residents  of  and  visitors  to  the  project. 

Such  action  of  the  City  Planning  Commission,  In  either  approving  or 
disapproving  the  application,  shall  he  final  except  upon  the  filing  of  a valid 
appeal  to  the  Board  of  Supervisors  as  provided  In  Section  308.1. 

(d)  Conditions.  When  authorizing  a conditional  use  as  provided  herein, 
the  City  Planning  Commission,  or  the  Board  of  Supervisors  on  appeal,  shall 
prescribe  such  additional  conditions,  beyond  those  specified  In  this  Code,  as 
are  In  Its  opinion  necessary  to  secure  the  objectives  of  the  Code.  Once  any 
portion  of  the  conditional  use  authorization  Is  utilized,  all  such  conditions 
pertaining  to  such  authorization  shall  become  Immediately  operative.  The 
violation  of  any  condition  so  Imposed  shall  constitute  a violation  of  this 
Code  and  may  constitute  grounds  for  revocation  of  the  conditional  use 
authorization.  Such  conditions  may  Include  time  limits  for  exercise  of  the 
conditional  use  authorization;  otherwise,  any  exercise  of  such  authorization 
must  commence  within  a reasonable  time. 

(e)  Modification  of  Conditions.  Authorization  of  a change  In  any 
condition  previously  Imposed  in  the  authorization  of  a conditional  use  shall 
be  subject  to  the  same  procedures  as  a new  conditional  use.  Such  procedures 
shall  also  apply  to  applications  for  modification  or  waiver  of  conditions  set 
forth  In  prior  stipulations  and  covenants  relative  thereto  continued  In  effect 
by  the  provisions  of  Section  174  of  this  Code. 


[Sections  304  through  306.1  are  unchanged.] 


SEC.  306.2.  SCHEDULING  OF  HEARINGS.  When  an  action  for  an  amendment, 
conditional  use  or  variance  has  been  Initiated  by  application  or  otherwise, 
except  as  provided  bv  Sections  316.2  through  316.5.  the  Zoning  Administrator 
shall  set  a time  and  place  for  a hearing  thereon  within  a reasonable  period. 

In  the  case  of  an  application  for  a variance,  such  period  shall  not  exceed  30 
days  from  the  date  upon  which  the  application  Is  accepted  for  filing.  The 
procedures  for  scheduling  of  hearings  and  determinations  on  conditional  use 
applications  where  such  authorization  Is  required  In  anv  South  of  Market 
District,  or  pursuant  to  zoning  categories  .10,  .11,  .21,  .24  through  .27,  .38 
through  .90,  and  .95  of  Sections  710  through  729  for  each  Neighborhood 
Commercial  District,  are  set  forth  In  Sections  316.2  through  316.8  of  this 
Code. 
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[Sections  306.3  through  306.8  are  unchanged.] 


SEC.  307.  OTHER  POWERS  AND  DUTIES  OF  THE  ZONING  ADMINISTRATOR.  In 
addition  to  those  specified  In  Sections  302  through  306,  and  Sections  316 
through  316.8  of  this  Code,  the  Zoning  Administrator  shall  have  the  following 
powers  and  duties  In  administration  and  enforcement  of  this  Code.  The  duties 
described  In  this  Section  shall  be  performed  under  the  general  supervision  of 
the  Director  of  Planning,  who  shall  be  kept  Informed  of  the  actions  of  the 
Zoning  Administrator. 

(a)  Rules,  Regulations  and  Interpretations.  The  Zoning  Administrator 
shall,  consistent  with  the  expressed  standards,  purposes  and  Intent  of  this 
Code  and  pursuant  to  Its  objectives,  Issue  and  adopt  such  rules,  regulations 
and  Interpretations  as  are  In  the  Zoning  Administrator's  opinion  necessary  to 
administer  and  enforce  the  provisions  of  this  Code.  Such  rules  and 
regulations,  and  any  such  Interpretations  that  will  be  of  general  application 
In  future  cases,  shall  be  made  a part  of  the  permanent  public  records  of  the 
Department  of  City  Planning.  The  Zoning  Administrator  shall  respond  to  all 
written  requests  for  determinations  regarding  the  classification  of  uses  and 
the  Interpretation  and  applicability  of  the  provisions  of  this  Code. 

(b)  Compliance  with  This  Code.  The  Zoning  Administrator  shall  have 
authority  to  take  appropriate  actions  to  secure  compliance  with  this  Code, 
through  review  of  permit  applications,  surveys  and  record  keeping,  enforcement 
against  violations  as  described  In  Section  176,  and  other  means. 

(c)  Inspection  of  Premises.  In  the  performance  of  any  prescribed  duties, 
the  Zoning  Administrator  and  employees  of  the  Department  of  City  Planning 
authorized  to  represent  the  Zoning  Administrator  shall  have  the  right  to  enter 
any  building  or  premises  for  the  purposes  of  Investigation  and  Inspection; 
provided,  that  such  right  of  entry  shall  be  exercised  only  at  reasonable 
hours,  and  that  In  no  case  shall  entry  be  made  to  any  building  In  the  absence 
of  the  owner  or  tenant  thereof  without  the  written  order  of  a court  of 
competent  jurisdiction. 

(d)  Code  Maintenance.  The  Zoning  Administrator  shall  periodically  review 
and  study  the  effectiveness  and  appropriateness  of  the  provisions  of  this 
Code,  for  the  purpose  of  recommending  necessary  changes  to  the  Director  of 
Planning  and  the  City  Planning  Commission. 

(e)  Exercise  of  Powers  and  Duties  by  Others.  In  cases  where  absence, 
Incapacity,  vacancy  of  the  office,  conflict  of  interest  or  other  sufficient 
reasons  prevent  action  by  the  Zoning  Administrator,  the  Director  of  Planning 
may  designate  any  officer  or  employee  of  the  Department  to  carry  out  any 
function  of  the  Zoning  Administrator  so  affected. 

(f)  Cooperation  With  Other  Departments.  The  Zoning  Administrator  shall 
furnish  to  the  various  departments,  officers  and  employees  of  the  City  vested 
with  the  duty  or  authority  to  Issue  permits  or  licenses  (including  but  not 
limited  to  the  Department  of  Public  Works,  Department  of  Public  Health,  Police 
Department  and  Fire  Department)  such  Information  as  will  Insure  the  proper 
administration  of  this  Code  and  of  all  the  rules,  regulations.  Interpretations 
and  other  determinations  of  the  Department  of  City  Planning  relative  thereto. 
It  shall  be  the  duty  of  said  departments,  officers  and  employees  to  cooperate 
with  the  Zoning  Administrator  In  the  performance  of  the  Zoning  Administrator's 
duties,  and  to  assist  In  the  enforcement  of  the  provisions  of  this  Code. 
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(g)  Exceptions  from  Certain  Specific  Code  Standards  through  Administrative 
Review. 

(1)  In  the  Chinatown  Mixed  Use  Districts,  the  Zoning  Administrator  may 
allow  complete  or  partial  relief  from  parking,  rear  yard,  and  open  space 
standards  as  authorized  In  the  applicable  sections  of  this  Code,  when 
modification  of  the  standard  would  result  In  a project  better  fulfilling  the 
criteria  set  forth  In  the  applicable  section.  The  procedures  and  fee  for  such 
review  shall  be  the  same  as  those  which  are  applicable  to  variances,  as  set 
forth  In  Sections  306.1  through  306.5  and  308.2. 

(2)  In  the  South  of  Market  Districts  the  Zoning  Administrator  may  allow, 
modification  of,  or  complete  relief  from,  the  wind  current  standards  In  th&_ 
South  of  Market  RSD  4Q-X/85-B  height  district,  and  parking,  rear  yard  and  open 
space  standards  as  authorized  in  the  applicable  Sections  of  this  Code.  when, 
modlflcatlon  of  the  standard  would  result  In  a project  better  fulfilling  the 

criter1a._set  forth  In  the  applicable.. Section^ The  procedures  and  fees  for_ 

such  review  shall  be  the  same  as  those  which  are  applicable  to  variances,  as 
lit.  fi3rttMn_,S.ec.t1.ons...3Q6.1  through  306-5  and  3Q.8,2,. 


SCM: 52 
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[Sections  308  through  315  are  unchanged.] 

SEC.  316.  PROCEDURES  FOR  CONDITIONAL  USE  AUTHORIZATION  IN  NEIGHBORHOOD 
COMMERCIAL  AND  SOUTH  OF  MARKET  DISTRICTS  AND  FOR  LIVE/HORK  UNITS  IN  RH  AND  RM 
DISTRICTS.  In  addition  to  the  provisions  of  Section!  306.1,  306.4,  and  306.5 
of  this  Code,  the  following  procedures  set  forth  In  this  and  the  following 
sections  shall  govern  applications  for  conditional  use  authorization  where 
this  authorization  Is  required  pursuant  to  Sections  178,  179,  181(f)  or  (q). 

209.9(f),  209.9(h),  260(b)(2)(P)  or  263.11  of  this  Code;  ((and))  zoning 
categories  .10,  .11,  .21,  .24  through  .27,  .38  through  .90,  and  .95  of 
Sections  710  through  729  of  this  Code  for  each  Neighborhood  Commercial 
District  ((.)); .or _Sfc£tloas_8i3  through  81 8. for  the  South  of  Ei&rKet  Mixed  Use 
D1 strlcts . The  criteria  for  determinations  on  such  applications  are  set  forth 
In  Section  303(c)  of  this  Code.  Additional  criteria  for  determinations  on 
applications  pursuant  to  zoning  categories  .10,  .11,  and  .21  of  Article  7 are 
set  forth  In  the  Section  of  this  Code  containing  the  control.  Additional 
criteria  for  determinations  on  certain  applications  within  South  of  Market 
Districts  are  set  forth  In  Sections  263.11  and  803.5  of  this  Code. 

[Section  316.1  Is  unchanged.] 

SEC.  316.2.  ZONING  ADMINISTRATOR  REVIEW,  SCHEDULING  OF  HEARING,  AND 
RECOMMENDATION.  The  Zoning  Administrator  will  review  and  schedule 
applications  for  conditional  use  authorization  for  City  Planning  Commission 
determination;  either  on  consent  calendar,  with  a recommendation  regarding 
action  on  the  application;  or  at  a public  hearing. 

(a)  Scheduling  of  Determination.  After  an  application  for  conditional 
use  Is  filed  at  the  Department,  the  Zoning  Administrator  will  review  the 
application  and  set  a time  and  place  for  determination  of  that  application 
within  a reasonable  period. 

(b)  Consent  Calendar  with  Recommendation.  After  reviewing  an 
application,  the  Zoning  Administrator  shall  determine  If  the  facts  presented 
establish  that  the  proposed  use  or  feature  Is  In  conformity  with  the  criteria 
set  forth  In  Section  303(c)  and  any  other  applicable  provision  of  this  Code, 
((as  applicable,  and  In  Sections  253.1,  121.1,  and  121.2  of  this  Code  for 
zoning  categories  .10,  .11,  and  .21,  respectively,))  and  may  submit  findings 
to  the  Director  of  Planning  which  may  recommend  approval  or  approval  with 
conditions,  placing  that  recommendation  on  consent  calendar. 

(c)  Public  Hearing.  After  reviewing  an  application,  the  Zoning 
Administrator  may  determine  that  the  public  Interest  would  best  be  served  by  a 
hearing  where  public  testimony  can  be  received  on  the  application  and  shall  In 
that  event  schedule  the  application  for  a public  hearing. 

(d)  Report  and  Recommendation.  In  all  actions  Involving  a consent 
calendar  or  public  hearing,  the  Zoning  Administrator  will  make  necessary 
Investigations  and  studies  and  submit  proposed  findings  to  the  Director  of  the 
Department  of  City  Planning.  The  report  and  recommendation  of  the  Director  of 
Planning  will  be  submitted  when  the  consent  calendar  Is  considered  or  at  the 
public  hearing. 

[Sections  316.3  through  602  are  unchanged.] 
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SEC.  603.  EXEMPTED  SIGNS.  Nothing  In  this  Article  6 shall  apply  to  any 
of  the  following  signs: 

(a)  Official  public  notices,  and  notices  posted  by  public  officers  In 
performance  of  their  duties; 

(b)  Governmental  signs  for  control  of  traffic  and  other  regulatory 
purposes,  street  signs,  danger  signs,  railroad  crossing  signs,  and  signs  of 
public  service  companies  indicating  danger  and  aids  to  service  or  safety; 

(c)  Temporary  display  posters,  without  Independent  structural  support,  in 
connection  with  political  campaigns  and  with  civic  noncommercial  health, 
safety  and  welfare  campaigns,  provided  that  In  R districts  such  posters  shall 
be  removed  within  60  days  following  the  conclusion  of  the  campaign; 

(d)  Flags,  emblems.  Insignia  and  posters  of  any  nation  or  political 
subdivision,  and  temporary  displays  of  a patriotic,  religious,  charitable  or 
other  civic  character; 

<eT  House  numbers,  whether  Illuminated  or  not,  "no  trespassing",  "no 
parking",  and  other  warning  signs; 

(f)  Commemorative  plaques  placed  by  recognized  historical  agencies; 

(g)  Signs  within  a stadium,  open-air  theater  or  arena  which  are  designed 
primarily  to  be  viewed  by  patrons  within  such  stadium,  open-air  theater  or 
arena; 

(h)  Religious  symbols  attached  to  buildings  If  not  projecting  beyond  any 
street  property  line  or  building  setback  line; 

(1)  Flags  Indicating  weather  conditions,  and  single  flags  which  are 
emblems  of  business  firms,  enterprises  and  other  organizations; 

(j)  Two  general  advertising  signs  each  not  exceeding  24  square  feet  In 
area  on  a transit  shelter  furnished  by  contract  with  the  Public  Utilities 
Commission  for  the  Municipal  Railway  In  RM-2,  RM-3,  RM-4,  RC,  NC,  C_^  ((and)) 

M„  and  South  of  Market  Districts,  and  In  those  P Districts  where  such  signs 
would  not  adversely  affect  the  character,  harmony  or  visual  Integrity  of  the 
district  as  determined  by  the  City  Planning  Commission,  except  that  no  sign 
shall  be  placed  on  any  transit  shelter  located  on  any  sidewalk  which  shares  a 
common  boundary  with  any  property  under  the  jurisdiction  of  the  Recreation  and 
Park  Commission;  on  any  sidewalk  on  Zoo  Road,  on  Skyline  Boulevard  between 
Sloat  Boulevard  and  John  Muir  Drive,  on  John  Muir  Drive  between  Skyline 
Boulevard  and  Lake  Merced  Boulevard,  or  on  Lake  Merced  Boulevard  on  the  side 
of  Harding  Park  Municipal  Golf  Course,  or  any  sidewalk  sharing  a common 
boundary  with  such  property;  on  any  sidewalk  on  Sunset  Boulevard  between 
Lincoln  Way  and  Lake  Merced  Boulevard;  on  any  sidewalk  on  Legion  of  Honor 
Drive;  on  any  sidewalk  on  The  Embarcadero;  In  the  Civic  Center  Special  Sign 
Districts  as  established  In  Section  608.3  of  this  Code;  or  In  the  Market 
Street  Special  Sign  District  as  established  In  Section  608.8  of  this 
Code(( . ))j. 

Ikl  Information  plagues  or  signs  which  Identify  to  the  public  open  space 

r&sflurces. architectural  features,  creators  of  artwork,  or  otherwise  provide 

Information  .esquired  b.y...th.1.i-Code  or  b,.y  other  City  agencies,  or  an  Identifying 
sign  which  .directs  the  general  public  andfor-jAtrons-of  a particular 
establishment  to  open  space  or  parking  resources,  provided  that  such  sign 
shall  not  project  more  than  three  Inches  from  the  wall  and  that  Its  dimensions 
shall  be  no_greate.r..t.han  onfi..CU  by  two  (2)  feet. 

(1)  Non-1 1 lumlnated  art  murals  within  the  South  of  Market  Base  District. 
If.  they  project  no  more  than  18  Inches  from  the  pre-existing  surface  of  a 
Hriucture. 
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[Sections  604  through  605  are  unchanged.] 

SEC.  606.  RESIDENTIAL  DISTRICTS.  Signs  In  R Districts,  other  than  those 
signs  exempted  by  Section  603  of  this  Code,  shall  conform  to  the  following 
provisions : 

(a)  General  Provisions  for  All  Signs. 

(1)  No  sign  shall  project  beyond  a street  property  line  or  legislated 
setback  line,  or  Into  a required  front  setback  area. 

(2)  No  sign  shall  have  or  consist  of  any  moving,  rotating  or  otherwise 
animated  part,  or  (If  permitted  to  be  Illuminated)  any  flashing,  blinking, 
fluctuating  or  otherwise  animated  light. 

(3)  No  roof  sign,  wind  sign,  or  general  advertising  sign  shall  be 
permitted. 

(4)  No  sign  shall  extend  above  the  roofllne  of  a building  to  which  It  Is 
attached,  or  above  a height  of  12  feet. 

(b)  Signs  for  Uses  Permitted  In  R Districts.  The  following  types  of 
signs,  subject  to  the  limitations  prescribed  for  them,  shall  be  the  only  signs 
permitted  for  uses  authorized  as  principal  or  conditional  uses  In  R Districts, 
except  that  signs  for  any  commercial  establishments  so  authorized  In  RC 
Districts  shall  be  subject  to  the  limitations  of  Paragraph  (c)(3)  below. 

(1)  One  nonl  1 lumlnated  or  Ind-lrectly  Illuminated  name  plate  for  each 
street  frontage  of  the  lot,  not  exceeding  a height  of  12  feet,  and  having  an 
area  not  exceeding  one  square  foot  In  RH  Districts  or  two  square  feet  In  RM 
or  RED  Districts. 

(2)  One  Identifying  sign  for  each  street  frontage  of  the  lot,  not 
exceeding  a height  of  12  feet,  and  meeting  the  following  additional 
requirements : 

(A)  In  RH  ((d) )D1 s tr 1 c ts : nonl 1 1 uml nated  or  Indirectly  Illuminated 

only;  maximum  area  12  square  feet; 

(B)  In  RM— 1 or  RED  Districts:  maximum  area  eight  square  feet  If 

directly  Illuminated,  and  20  square  feet  If  nonl 1 lumlnated  or  Indirectly 
1 1 lumlnated. 

(3)  One  temporary  nonl 1 1 uml nated  or  Indirectly  Illuminated  sale  or  lease 
sign  for  each  street  frontage  of  the  total  parcel  Involved,  not  exceeding  a 
height  of  24  feet  If  free  standing  and  not  above  the  roofllne  If  attached  to  a 
building,  and  having  an  area  not  exceeding  six  square  feet  for  each  lot  or  for 
each  3,000  square  feet  In  such  total  parcel,  whichever  ratio  permits  the 
larger  area,  provided  that  no  such  sign  shall  exceed  50  square  feet  In  area 
and  any  such  sign  exceeding  18  square  feet  In  area  shall  be  set  back  at  least 
25  feet  from  all  street  property  lines.  Any  sale  or  lease  sign  shall  be 
removed  within  seven  days  following  removal  of  the  property  from  the  market. 

(4)  Temporary  nonl 1 lumlnated  signs  of  persons  and  firms  connected  with 
work  on  buildings  under  actual  construction  or  alteration,  giving  their  names 
and  Information  pertinent  to  the  project,  not  exceeding  a height  of  12  feet, 
with  the  combined  area  of  all  such  signs  not  to  exceed  10  square  feet  for  each 
street  frontage  of  the  project. 

(c)  Signs  for  Nonconforming  Uses.  Signs  for  any  use  In  an  R District 
which  Is  nonconforming  under  the  provisions  of  Sections  180  through  187  of 
this  Code,  or  which  Is  given  conditional  use  status  under  said  sections,  shall 
be  subject  to  the  provisions  of  this  Subsection  (c),  except  that  any  such  use 
that  would  first  be  permitted  as  either  a principal  or  a conditional  use  In 
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some  other  R District  under  Article  2 of  this  Code,  other  than  an  RC  District, 
shall  be  subject  to  the  provisions  of  Subsection  606(b)  above.  Any 
illumination  permitted  for  signs  covered  by  this  Subsection  (c)  shall  be 
extinguished  at  all  times  when  the  nonconforming  use  Is  not  open  for  business. 

(1)  Automobile  Service  Stations.  The  following  business  signs  are 
permitted  for  an  automobile  service  station.  Any  such  signs  may  be 
nonl 1 lumlnated  or  Indirectly  or  directly  Illuminated. 

(A)  A maximum  of  two  oil  company  signs,  which  shall  not  extend  more  than 
10  feet  above  the  roof line  If  attached  to  a building,  or  exceed  a height  of  24 
feet  If  freestanding.  The  area  of  any  such  sign  shall  not  exceed  180  square 
feet,  and  along  each  street  frontage  all  parts  of  such  a sign  or  signs  that 
are  within  10  feet  of  the  street  property  line  shall  not  exceed  80  square  feet 
In  area.  The  areas  of  other  permanent  and  temporary  signs  as  covered  In 
Subparagraph  606(c)(1)(B)  below  shall  not  be  Included  In  the  calculation  of 
the  areas  specified  In  this  Subparagraph. 

(B)  Other  permanent  and  temporary  signs  customarily  Incidental  to  the 
service  station  business.  No  such  sign  shall  extend  above  the  roof line  If 
attached  to  a building,  or  exceed  a height  of  12  feet  If  freestanding.  The 
area  of  such  signs  shall  not  exceed  20  square  feet  for  each  such  sign  or  a 
total  of  80  square  feet  for  all  such  signs  on  the  premises. 

(2)  Open  Land  Uses.  If  there  Is  no  building  with  more  than  50  square 
feet  of  floor  area  Involved  In  the  use,  one  business  sign  Is  permitted  for 
each  street  frontage  occupied  by  suth  use,  not  exceeding  a height  of  12  feet 
and  having  an  area  not  exceeding  one  square  foot  for  each  foot  of  such  street 
frontage.  The  total  area  of  all  signs  for  such  a use  shall  not  exceed  50 
square  feet.  Any  such  sign  may  be  nonl 1 lumlnated  or  Indirectly  Illuminated. 

(3)  Other  Uses.  For  a use  not  listed  In  Paragraph  606(c)(1)  or 
606(c)(2)  above,  one  business  sign  Is  permitted  for  each  street  frontage 
occupied  by  the  use,  placed  flat  against  the  wall  that  faces  such  street  and 
not  located  above  the  ground  floor.  Such  sign  shall  not  exceed  an  area  of  two 
square  feet  for  each  foot  of  street  frontage  occupied  by  the  building  or  part 
thereof  that  Is  devoted  to  the  nonconforming  use.  The  total  area  of  all  signs 
for  such  a use  shall  not  exceed  100  square  feet.  Any  such  sign  may  be 

nonl 1 lumlnated  or  Indirectly  illuminated.  In  RhL  R£D  and  RC  Districts,  any 
such  sign  may  be  directly  Illuminated. 

[Sections  607  through  607.1  are  unchanged.] 

SEC.  607.2.  MIXED  USE  DISTRICTS.  Signs  located  in  Mixed  Use  Districts 
shall  be  regulated  as  provided  herein,  except  for  those  signs  which  are 
exempted  by  Section  603.  Signs  not  specifically  regulated  In  this  Section 
607.2  shall  be  prohibited.  In  the  event  of  conflict  between  the  provisions  of 
Section  607.2  and  other  provisions  of  Article  6,  the  provisions  of  Section 
607.2  shall  prevail  in  Mixed  Use  Districts. 

(a)  Purposes  and  Findings.  In  addition  to  the  purposes  stated  In 
Sections  101  and  601  of  this  Code,  the  following  purposes  apply  to  Mixed  Use 
Districts.  These  purposes  constitute  findings  that  form  a basis  for 
regulations  and  provide  guidance  for  their  application. 

(1)  As  Mixed  Use  Districts  change,  they  need  to  maintain  their 
attractiveness  to  customers  and  potential  new  businesses  alike.  Physical 
amenities  and  a pleasant  appearance  will  profit  both  existing  and  new 
enterprises . 
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(2)  The  character  of  signs  and  other  features  projecting  from  buildings 
Is  an  Important  part  of  the  visual  appeal  of  a street  and  the  general  quality 
and  economic  stability  of  the  area.  Opportunities  exist  to  relate  these  signs 
and  projections  more  effectively  to  street  design  and  building  design.  These 
regulations  establish  a framework  that  will  contribute  toward  a coherent 
appearance  of  Mixed  Use  Districts. 

(3)  Mixed  Use  Districts  are  typically  mixed  use  areas  with  commercial 
units  on  the  ground  or  lower  stories  and  residential  uses  on  upper  stories  or 
have  housing  and  commercial  and  Industrial  activities  Interspersed.  Although 
signs  and  other  advertising  devices  are  essential  to  a vital  commercial 
district,  they  should  not  be  allowed  to  Interfere  with  or  diminish  the 
livability  of  residential  units  within  a Mixed  Use  District  or  In  adjacent 
residential  districts. 

(4)  The  scale  of  most  Mixed  Use  Districts  as  characterized  by  building 
height,  bulk,  and  appearance,  and  the  width  of  streets  and  sidewalks  differ 
from  that  of  other  commercial  and  Industrial  districts.  Sign  sizes  should 
relate  and  be  compatible  with  the  surrounding  district  scale. 

(b)  Signs  or  Sign  Features  Not  Permitted  In  Mixed  Use  Districts.  Roof 
signs  as  defined  In  Section  602.16  of  this  Code,  wind  signs  as  defined  In 
Section  602.21  of  this  Code,  and  signs  on  canopies,  as  defined  In  Section 
136.1(b)  of  this  Code,  are  not  permitted  In  Mixed  Use  Districts.  No  sign 
shall  have  or  consist  ofany  moving,  rotating,  or  otherwise  physically  animated 
part,  or  lights  that  give  the  appearance  of  animation  by  flashing,  blinking, 
or  fluctuating.  In  addition,  all  signs  or  sign  features  not  otherwise 
specifically  regulated  In  this  Section  607.2  shall  be  prohibited. 

(c)  Identifying  Signs.  Identifying  signs,  as  defined  In  Section  602.9, 
shall  be  permitted  In  all  Mixed  Use  Districts  subject  to  the  limits  set  forth 
below. 

(1)  One  sign  per  lot  shall  be  permitted  and  such  sign  shall  not  exceed 
20  square  feet  In  area.  The  sign  may  be  a freestanding  sign,  If  the  building 
Is  recessed  from  the  street  property  line,  or  may  be  a wall  sign  or  a 
projecting  sign.  The  existence  of  a freestanding  Identifying  sign  shall 
preclude  the  erection  of  a freestanding  business  sign  on  the  same  lot.  A wall 
or  projecting  sign  shall  be  mounted  on  the  first-story  level;  a freestanding 
sign  shall  not  exceed  15  feet  In  height.  Such  sign  may  be  nonl 1 lumlnated. 
Indirectly  Illuminated,  or  directly  Illuminated. 

(2)  One  sign  Identifying  a shopping  center  or  shopping  mall  shall  be 
permitted  subject  to  the  conditions  In  Paragraph  1,  but  shall  not  exceed  30 
square  feet  In  area.  Such  signs  may  be  nonl 1 lumlnated.  Indirectly 
Illuminated,  or  directly  Illuminated  during  the  hours  of  operation  of  the 
businesses  In  the  shopping  center  or  shopping  mall. 

• (d)  Nameplate.  One  nameplate,  as  defined  In  Section  602.12  of  this 

Code,  not  exceeding  as  area  of  two  square  feet,  shall  be  permitted  for  each 
noncommercial  use  In  Mixed  Use  Districts. 

(e)  General  Advertising  Signs.  General  advertising  signs,  as  defined  In 
Section  602.7,  shall  be  permitted  In  Mixed  Use  Districts  as  provided  for 
below.  In  Mixed  Use  Districts  where  such  signs  are  permitted,  general 
advertising  signs  may  be  either  a wall  sign  or  freestanding,  provided  that  the 
surface  of  any  freestanding  sign  shall  be  parallel  to  and  within  three  feet  of 
an  adjacent  building  wall.  In  either  case,  the  building  wall  shall  form  a 
complete  backdrop  for  the  sign,  as  the  sign  Is  viewed  from  all  points  from  a 
street  or  alley  from  which  It  Is  legible.  No  general  advertising  sign  shall 
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be  permitted  to  cover  part  or  all  of  any  windows.  Any  extension  of  the  copy 
beyond  the  rectangular  perimeter  of  the  sign  shall  be  Included  in  the 
calculation  of  the  sign  area,  as  defined  in  Section  602.1(a)  of  this  Code. 

(1)  Chinatown  Residential  Neighborhood  Commercial  District. 

No  more  than  one  general  advertising  sign  shall  be  permitted  per  lot.  Such 
sign  shall  not  exceed  72  square  feet  in  area  nor  exceed  12  feet  in  height. 

Such  sign  may  be  either  nonl 1 lumlnated  or  Indirectly  illuminated. 

• (2)  Chinatown  Visitor  Retails  ((and))  Chinatown  Community  Business,  and 

South  of  Market  Hixed  Use  Districts.  No  more  than  one  general  advertising 
sign  not  exceeding  300  square  feet  In  area  or  two  general  advertising  signs  of 
72  square  feet  each  shall  be  permitted  per  lot.  The  height  of  any  such  wall 
sign  shall  not  exceed  24  feet,  or  the  height  of  the  wall  to  which  It  is 
attached,  or  the  height  of  the  lowest  of  any  residential  window  sills  on  the 
wall  to  which  It  Is  attached,  whichever  is  lower.  If  the  advertising  sign  Is 
a free  standing  sign,  the  height  shall  not  exceed  24  feet  or  the  height  of  the 
adjacent  wall,  whichever  Is  lower. 

(A)  Signs  may  be  either  nonl 1 1 uml nated  or  indirectly  or  directly 
11 luminated. 

(f)  Business  Signs.  Business  signs,  as  defined  In  Section  603.2  shall 
be  permitted  In  all  Mixed  Use  Districts  subject  to  the  limits  set  forth  below. 
(1)  Chinatown  Residential  Neighborhood  Commercial  District. 

(A)  Window  Signs.  The  total  area  of  all  window  signs,  as  defined  In 
Section  602.1(b),  shall  not  exceed  1/3  the  area  of  the  window  on  or  In  which 
the  signs  are  located.  Such  signs  may  be  non-1 1 lumlnated.  Indirectly 
Illuminated,  or  directly  Illuminated. 

(B)  Wall  Signs.  The  area  of  all  wall  signs  shall  not  exceed  one  square 
foot  per  foot  of  street  frontage  occupied  by  the  business  measured  along  the 
wall  to  which  the  signs  are  attached,  or  50  square  feet  for  each  street 
frontage,  whichever  is  less.  The  height  of  any  wall  sign  shall  not  exceed  15 
feet  or  the  height  of  the  wall  to  which  It  Is  attached.  Such  signs  may  be 
nonil lumlnated  or  indirectly  illuminated;  or  during  business  hours,  may  be 
directly  illuminated. 

(C)  Projecting  Signs.  The  number  of  projecting  signs  shall  not  exceed 
one  per  business.  The  area  of  such  sign,  as  defined  In  Section  602.1(a), 
shall  not  exceed  24  square  feet.  The  height  of  such  sign  shall  not  exceed  15 
feet  or  the  height  of  the  wall  to  which  It  is  attached.  No  part  of  the  sign 
shall  project  more  than  75  percent  of  the  horizontal  distance  from  the  street 
property  line  to  the  curbline,  or  six  feet  six  Inches,  whichever  Is  less.  The 
sign  may  be  nonl 1 lumlnated  or  Indirectly  Illuminated,  or  during  business 
hours,  may  be  directly  illuminated. 

(D)  Signs  on  Awnings.  Sign  copyfmay  be  located  on  permitted  awnings  In 
lieu  of  wall  signs  and  projecting  signs.  The  area  of  such  sign  copy  as 
defined  in  Section  602.1(c)  shall  not  exceed  20  square  feet.  Such  sign  copy 
may  be  nonl 1 lumlnated  or  indirectly  illuminated. 

(2)  Chinatown  Visitor  Retail  District. 

(A)  Window  Signs.  The  total  area  of  all  window  signs,  as  defined  In 
Section  602.1(b),  shall  not  exceed  1/3  the  area  of  the  window  on  or  in  which 
the  signs  are  located.  Such  signs  may  be  nonl 1 lumlnated.  Indirectly 
illuminated,  or  directly  illuminated. 

(B)  Wall  Signs.  The  area  of  all  wall  signs  shall  not  exceed  two  square 
feet  per  foot  of  street  frontage  occupied  by  the  use  measured  along  the  wall 
to  which  the  signs  are  attached,  or  100  square  feet  for  each  street  frontage, 
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whichever  Is  less.  The  height  of  any  wall  sign  shall  not  exceed  24  feet,  or 
the  height  of  the  wall  to  which  It  Is  attached,  or  the  height  of  the  lowest  of 
any  residential  window  sill  on  the  wall  to  which  the  sign  Is  attached, 
whichever  Is  lower.  Such  signs  may  be  nonlllumlnated,  Indirectly,  or  directly 
1 1 lumlnated. 

(C)  Projecting  Signs.  The  number  of  projecting  signs  shall  not  exceed 
one  per  business.  The  area  of  such  sign,  as  defined  In  Section  602.1(a), 
shall  not  exceed  24  square  feet.  The  height  of  such  sign  shall  not  exceed  24 
feet,  or  the  height  of  the  wall  to  which  It  Is  attached,  or  the  height  of  the 
lowest  of  any  residential  window  sill  on  the  wall  to  which  the  sign  Is 
attached,  whichever  Is  lower.  No  part  of  the  sign  shall  project  more  than  75 
percent  of  the  horizontal  distance  from  the  street  property  line  to  the 
curb-line,  or  six  feet  six  Inches,  whichever  Is  less.  Such  signs  may  be 
nonlllumlnated  or  Indirectly  Illuminated;  or  during  business  hours,  may  be 
directly  Illuminated. 

(D)  Signs  on  Awnings  and  Marquees.  Sign  copy  may  be  located  on 
permitted  awnings  or  marquees  In  lieu  of  projecting  signs.  The  area  of  such 
sign  copy  as  defined  In  Section  602.1(c)  shall  not  exceed  30  square  feet. 

Such  sign  copy  may  be  nonlllumlnated  or  Indirectly  Illuminated,  except  that 
sign  copy  on  marquees  for  movie  theaters  or  places  of  entertainment  may  be 
directly  Illuminated  during  business  hours. 

(E)  Freestanding  Signs  and  Sign  Towers.  One  freestanding  sign  or  sign 
tower  per  lot  shall  be  permitted  In  lieu  of  a projecting  sign.  If  the  building 
or  buildings  are  recessed  from  the  street  property  line.  The  existence  of  a 
freestanding  business  sign  shall  preclude  the  erection  of  a freestanding 
Identifying  sign  on  the  same  lot.  The  area  of  such  freestanding  sign  or  sign 
tower,  as  defined  In  Section  602.1(a),  shall  not  exceed  20  square  feet  nor 
shall  the  height  of  the  sign  exceed  24  feet.  No  part  of  the  sign  shall 
project  more  than  75  percent  of  the  horizontal  distance  from  the  street 
property  line  to  the  curbline,  or  six  feet,  whichever  Is  less.  Such  signs  may 
be  nonlllumlnated  or  Indirectly  Illuminated;  or  during  business  hours,  may  be 
directly  Illuminated. 

(3)  Chinatown  Community  Business  District  and  South  of  Market  Mixed  Use 

Districts. 

(A)  Window  Signs.  The  total  area  of  all  window  signs,  as  defined  In 
Section  602.1(b),  shall  not  exceed  1/3  the  area  of  the  window  on  or  In  which 
the  signs  are  located.  Such  signs  may  be  nonlllumlnated.  Indirectly 
Illuminated,  or  directly  Illuminated. 

(B)  Hall  Signs.  The  area  of  all  wall  signs  shall  not  exceed  three 
square  feet  per  foot  of  street  frontage  occupied  by  the  use  measured  along  the 
wall  to  which  the  signs  are  attached,  or  150  square  feet  for  each  street 
frontage,  whichever  Is  1ess((.));  provided,  however,  that  In  no  case  shall  the 
waLL-Slgn  or  combination  of  wall  signs  cover  more  than  75  percent  of  the 
surface  of  anv  wall,  excluding  openings.  The  height  of  any  wall  sign  shall 
not  exceed  24  feet,  or  the  height  of  the  wall  to  which  It  Is  attached,  or  the 
height  of  the  lowest  of  any  residential  window  sill  on  the  wall  to  which  the 
sign  Is  attached,  whichever  Is  lower.  Such  signs  may  be  nonlllumlnated, 
Indirectly,  or  directly  Illuminated. 

(C)  Projecting  Signs.  The  number  of  projecting  signs  shall  not  exceed 
one  per  business.  The  area  of  such  sign  or  signs  combined  when  there  are 
multiple  signs,  as  defined  In  Section  602.1(a),  shall  not  exceed  32  square 
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feet.  The  height  of  the  sign  shall  not  exceed  24  feet,  or  the  height  of  the 
wall  to  which  It  is  attached,  or  the  height  of  the  lowest  of  any  residential 
window  sill  on  the  wall  to  which  the  sign  Is  attached,  whichever  is  lower.  No 
part  of  the  sign  shall  project  more  than  75  percent  of  the  horizontal  distance 
from  the  street  property  line  to  the  curbllne,  or  six  feet  six  Inches, 
whichever  Is  less.  Such  signs  may  be  nonl 1 lumlnated.  Indirectly,  or  directly 
1 1 lumlnated. 

(D)  Sign  Copy  on  Awnings  and  Marquees.  Sign  copy  may  be  located  on 
permitted  awnings  or  marquees  in  lieu  of  projecting  signs.  The  area  of  such 
sign  copy,  as  defined  In  Section  602.1(c),  shall  not  exceed  40  square  feet. 

Such  sign  copy  may  be  nonl 1 lumlnated  or  Indirectly  Illuminated;  except  that 
sign  copy  on  marquees  for  movie  theaters  or  places  of  entertainment  may  be 
directly  Illuminated  during  business  hours. 

(E)  Freestanding  Signs  and  Sign  Towers.  One  freestanding  sign  or  sign 
tower  per  lot  shall  be  permitted  In  lieu  of  a projecting  sign  If  the  building 
or  buildings  are  recessed  from  the  street  property  line.  The  existence  of  a 
freestanding  business  sign  shall  preclude  the  erection  of  a freestanding 
Identifying  sign  on  the  same  lot.  The  area  of  such  freestanding  sign  or  sign 
tower,  as  defined  In  Section  602.1(a),  shall  not  exceed  30  square  feet  nor 
shall  the  height  of  the  sign  exceed  24  feet.  No  part  of  the  sign  shall 
project  more  than  75  percent  of  the  horizontal  distance  from  the  street 
property  line  to  the  curbllne,  or  six  feet,  whichever  Is  less.  Such  slgnsmay 
be  nonl 1 lumlnated  or  Indirectly  Illuminated,  or  during  business  hours,  may  be 
directly  Illuminated. 

(g)  Special  Sign  Districts.  Additional  controls  apply  within  certain 
Mixed  Use  Districts  that  are  designated  as  Special  Sign  Districts.  The 
designations,  locations,  and  boundaries  of  these  Special  Sign  Districts  are 
provided  on  Sectional  Map  SSD  of  the  Zoning  Map  of  the  City  and  County  of  San 
Francisco,  and  are  described  within  Sections  608.1  through  608.10  of  this  Code. 

(h)  Special  Districts  for  Sign  Illumination.  Signs  In  Mixed  Use 
Districts  shall  not  have  nor  consist  of  any  flashing,  blinking,  fluctuating  or 
otherwise  animated  light  except  In  the  following  special  districts,  all 
specifically  designated  as  "Special  Districts  for  Sign  Illumination"  on 
Sectional  Map  SSD  of  the  Zoning  Map  of  the  City  and  County  of  San  Francisco, 
and  described  In  Section  607(e)  of  this  Code. 

(1)  Broadway  District.  Along  the  main  commercial  frontage  of  Broadway 
between  Wayne  and  Osgood. 

(1)  Other  Sign  Requirements.  Within  Mixed  Use  Districts,  the  following 
additional  requirements  shall  apply: 

(1)  Public  Areas.  No  sign  shall  be  placed  upon  any  public  street, 
alley,  sidewalk,  ((or))  public  plaza  or  rlqht-of-wav.  or  In  any  portion  of  a 
transit  system,  except  such  projecting  signs  as  are  otherwise  permitted  bv 
this  Code  and  signs,  structures,  and  features  as  are  specifically  approved  by 
the  appropriate  public  authorities  under  applicable  laws  and  regulations  not 
Inconsistent  with  this  Code  and  under  such  conditions  as  may  be  Imposed  by 
such  authorities  or  posted  pursuant  to  the  Police  Code. 

(2)  Maintenance.  Every  business  sign  pertaining  to  an  active 
establishment  shall  be  adequately  maintained  In  Its  appearance.  When  the 
activity  for  which  the  business  sign  has  been  posted  has  ceased  operation  for 
more  than  90  days  within  the  Chinatown  Mixed  Use  Districts,  all  signs 
pertaining  to  that  business  activity  shall  be  removed  after  that  time. 
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Illuminated  sign  for  au thorlzed  temporary  uses,  one  sale  or  lease  sign  or  one 
nonl 1 lumlnated  sign  Identifying  persons  and  firms  connected  with  work  on  a 

b uJ l d 1 ng  under  actual  construction  or  alteration  shall  be  permitted. Such  a 

s 1 gn  shall  not  exceed  50  square  feet  and  shall  conform  to  all  regulations  of 

Subs ection  607.2(f)(3)  for  business  signs. All  temporary  signs. shall  be 

promptly  removed  upon  completion  of  the  activity  to  which  they  pertain. 

(4)  Special  Standards  for  Automotive  Gas  and  Service  Stations. For 

automotive  oas  and  service  stations,  only  the  following  signs  are  permitted. 
subject  to  the  standards  In  this  Paragraph  (1)(4)  and  to  all  other  standard^ 
in  this  Sectlon-6Q7^ 

LAI  A maximum  of  two  signs  Identifying  the  oil  company  whose  products  are 
sold,  which  shall  not  extend  more  than  10  feet  above  the  roof  line  If  attached 
to  a building,  or  exceed  the  maximum  height  permitted  for  free  standing  signs 

in  the  same  district  if  free  standing. The  area  of  anv  such  sign  shall  not 

e 1 BQ .sguar.e ..fee.t,  .and  along  £ach_.5 tree t frontage,  all  parts  of  such  a 
Sign  or  signs  that  are  within  10  feet  of  the  boundary  of  a public  rlght-of-wav 
shall  not  exceed  80  square  feet  In  area.  No  such  sign  shall  project  more  than 
five  feet  Into  a rlght-of-wav.  The  areas  of  other  permanent  and  temporary 
s i g ns.  as  covered  In  subparagraph  (B)  below  shall  not  be  Included  In  the 
calculation  of  the  areas  specified  In  this  subparagraph. 

LB)  Qt  h e r ...  per  oia  n e.  n t _.and . _iemp  o r a.  r y business  signs  ...not,  .to.  exceed  30  ..s.guare  feet 
In  area  for  each  such  sign  or  a total  of  180  square  feet  for  all  such  signs  on 

the  premises, NQ  .su.ch  sign  shall,  extend  above  the  roof  line  if  attached  to  a 

building,  or  In  anv  case  project  bevond  anv  building  set-back  line  or  Into  anv 


SEC.  608.1.  NEAR  R DISTRICTS.  No  general  advertising  sign,  and  no 
other  sign  exceeding  100  square  feet  In  area,  shall  be  located  In  an  NC,  C^. 
((or))  Mj.  or  South  of  Market  District  within  100  feet  of  any  R District  In 
such  a manner  as  to  be  primarily  viewed  from  residential ly  zoned  property  or 
from  any  street  or  alley  within  an  R District;  any  sign  of  which  the  face  Is 
located  parallel  to  a street  property  line  and  lies  for  Its  entire  width 
opposite  an  NC,  C^  ((or))  or  South  of  Market  SLR  district  shall  be  deemed 
prlma  facie  not  to  be  primarily  so  viewed.  No  sign  of  any  size  within  100 
feet  of  any  R district  shall  project  beyond  the  street  property  line  or 
building  setback  line  of  any  street  or  alley  leading  off  the  main  commercial 
frontage  Into  the  R District. 


SEC.  790.  DEFINITIONS  FOR  NEIGHBORHOOD  COMMERCIAL  DISTRICTS.  This  and 
the  following  Sections  provide  the  definitions  for  Neighborhood  Commercial 
Districts.  In  case  of  conflict  between  the  following  definitions  and  those 
set  forth  In  Sections  102  through  102.2((5))fi  of  this  Code,  the  following 
definitions  shall  prevail  for  Neighborhood  Commercial  Districts. 


SEC.  790.56.  LOT  SIZE  (PER  DEVELOPMENT).  The  permitted  gross  lot  area 
for  new  construction  or  expansion  of  existing  development.  "Lot"  Is  defined 
In  Section  102. ((12))14. 


[Sections  607.4  through  608  are  unchanged.] 


[Sections  608.2  through  781.6  are  unchanged.] 


(Sections  790.2  through  790.54  are  unchanged.) 
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(Sections  790.58  through  799.1  are  unchanged.) 

ARTICLE  8 

MIXED  USE  DISTRICTS 

Mixed  Use  District  Provisions. 

Purpose  of  Article  8. 

Classes  of  Mixed  Use  Districts. 

Mixed  Use  Districts. 

Special  Use  Districts. 

Mixed  Use  District  Requirements. 

Building  Standards  in  the  Chinatown  Mixed  Use  Districts. 

Uses  Permitted  in  Chinatown  Mixed  Use  Districts. 

Uses  Permitted  In.  South  ofJferis.et.  Mixed  Use  Districts-. 

Use?  Prohibited  In  South  of  Market  Districts. 

Additional  Requirements  for  Uses  in  Mixed  Use  Districts. 

Guide  to  Understanding  the  Mixed  Use  District  Zoning  Controls. 
Chinatown  Community  Business  District. 

Chinatown  Visitor  Retail  District. 

Chinatown  Residential  Neighborhood  Commercial  District. 

RED  - Residential  Enclave  District. 

SPD  - South  Park  District. 

RSD  - Residential/Service  District. 

SLR  - Service/Lt^.t_^iluitr.lA.l-/B£Sidfint1»1  District, 

SLI  - Service/Liaht  Industrial  District. 

SSO  - Service/Secondarv  Office  District. 

Extended  Preservation  District- 
South  of  Market  Base  District- 

Definitions  for  Mixed  Use  Districts. 

Ambulance  Service. 

Amusement  Game  Arcade  (Mechanical  Amusement  Devices). 

Animal  Hospital. 

Automobile  Parking  Lot.  Community  Residential. 

Automobile  Parking  Garage.  Community  Residential. 

Automobile  Parking  Lot.  Community  Commercial. 

Automobile  Parking  Garage.  Community  ((Residential))  Commercial . 
Automobile  Parking  Lot.  Public. 

Automobile  Parking  Garage.  Public- 
((12)>12.  Automobile  Sale  or  Rental. 

14.  Automotive  Gas  Station. 

Automotive  Repair. 

Automotive  Service. 

Automotive  Service  Station. 

Automotive  Tow  Service. 

((19 ))££.  Automotive  Wash. 

((20)  >2JL . Awning. 
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Sec. 
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Sec. 
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Sec. 
Sec. 
Sec. 


890 


890 

890 

890 

890 

890 


890 

890 

890 

89P 

890 

890 

890 

890 

890 


890.22.  Bar. 

890.23.  Business  Goods  and  Equipment  Sales  and  Repair  Service. 
( (26) )£4.  Canopy. 

21-  Catering  Service,^ 

Commercial  Uses. 

Drive-up  Facility. 

Eating  and  Drinking  Use. 

Entertainment,  Adult. 

Entertainment,  Other. 

Open  Air  Sales, 

Gift  Store— Tourl st-orlented. 

Hospital  or  Medical  Center. 

Hotel,  Tourist. 

Hotel , Residential . 

Hours  of  Operation. 

Institutions,  Other. 

Jewelry  Store. 

Light  Manufacturing,  Wholesale  Sales,  Storage. 

Heavy  Industrial . 

Lot  Size  (Per  Development). 

Marquee. 

Massage  Establishment'. 

Mortuary. 

Movie  Theater. 

Neighborhood-serving  Business. 

Non-Auto  Vehicle  Sales  or  Rental. 

Outdoor  Activity  Area. 

Public  Use. 

Residential  Conversion. 

Residential  Demolition. 

Residential  Use. 

Restaurant,  Fast-food  (Small). 

Restaurant,  Fast-food  (Large). 

Restaurant,  Full-service. 

Sales  and  Services,  Nonretail. 

Sales  and  Services,  Other  Retail. 

Sales  and  Services,  Retail. 

Service,  Administrative. 

Service,  ((Business  or))  Professional. 

Service,  Financial. 

Service.  Business. 

Service,  Limited  Financial. 

Service,  Medical . 

Service,  Personal . 

Story. 

Take-out  Food. 

Trade  Shop. 

Use  Size  (Nonresldentlal ) . 


890 

890 

890 

890 

890 

890 

mi 


890 

890 

890 

890 

890 

B9C 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 

890 


27. 

30. 

34. 

36. 

37. 

39. 

44. 

46. 

47. 

48. 
50. 
51  . 
54. 
il, 
56. 
58. 
60. 
62. 
64. 
68. 
£2 
70. 
80. 
84. 
86. 
88. 

90. 

91 . 

92. 
100. 
102. 
104. 
106. 
108. 
110. 


112. 

114. 

116. 

118. 

122. 

124. 

130. 
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Sec.  890.131. 
Sftk-  890.132. 
Sec.  890.140. 
Sec.  899. 


Vehicle  Storage.  Open  Lot. 

Vehicle  Storage.  Enclosed  Lot  or  Structure. 

Walk-up  Facility. 

Other  Applicable  Sections  of  the  City  Planning  Code. 


SEC.  801.  MIXED  USE  DISTRICT  PROVISIONS.  This  Article  Is  adopted 
specifically  for  Mixed  Use  Districts,  as  shown  on  the  Zoning  Map  of  the  City 
and  County  of  San  Francisco.  The  provisions  set  forth  or  referenced  In 
Article  8 shall  apply  to  any  use,  property,  structure,  or  development  which  Is 
located  In  a Mixed  Use  District,  unless  otherwise  provided  for  within  this 
Code.  ((In  the  event  of  conflict  between  provisions  of  Article  8 and  other 
provisions  of  this  Code,  the  provisions  of  Article  8 shall  prevail.)) 


[Sections  801.1  through  802  are  unchanged] 


SEC.  802.1.  MIXED  USE  DISTRICTS.  The  following  districts  are 
established  for  the  purpose  of  Implementing  the  Downtown  Plan,  the  Residence 
Element,  the  Commerce  and  Industry  Element,  the  South  of  Market  Plan,  other 
Master  Plan  policies  and  various  local  area  plans  and  policies  for 
neighborhoods  In  the  vicinity  of  Downtown.  Description  and  Purpose  Statements 
outline  the  main  functions  of  each  Mixed  Use  District  In  this  ((a))Art1cle, 
supplementing  the  statements  of  purpose  contained  In  Section  101  of  this 
Code. 

((The))  ( (d) description  and  purpose  statements  ((and  land  use 
controls))  applicable  to  each  district  are  set  forth  in  Section!  810  through 
((812))  BZQ.  of  this  Code.  The  boundaries  of  the  various  Mixed  Use  Districts 
are  shown  on  the  Zoning  Map  referred  to  In  Section  105  of  this  Code,  subject 
to  the  provisions  of  that  Section.  The  following  Districts  are  hereby 
established  as  Mixed  Use  Districts. 


Districts 


Section  Number 


Chinatown  - Community  Business  District 
Chinatown  - Visitor  Retail  District 


Chinatown  - Residential  Neighborhood  Commercial 
District 

RED  - RgiijtentlaJ  Enclave  District 

RED  - Residential /Service  District 

SLR  - SeolceZLlght  Industrial  /.Residential 
District 

Ski  - Serytc.e/-L.l.ght  Industrial  ..Plskrlkt 

SSQ  - Service/Secondary  Office  District 


§ 810 
§ 811 

§ 812 
6 813 
$ 814 
$ 815 

§ 816 
6 817 
$ 818 
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SEC.  802.2.  SPECIAL  USE  DISTRICTS.  Portions  of  the  area  covered  by 
this  ((a))Art1cle  are  also  subject  to  the  provisions  of  Section  236  of  this 

Code. 


SEC.  803.  NIXED  USE  DISTRICT  REQUIREMENTS.  Mixed  Use  District  zoning 
control  categories  ((consist  of  building  standards  listed  In  Section  803.1  of 
this  Code  and  permitted  uses))  are  listed  In  Section!  803.2  and  803.3  of  this 
Code.  ((The  controls))  Related  building  standards  and  permitted  uses  are 
((either))  generally  stated,  ((or))  summarized  ((and))  or  cross-referenced 
((to  the  sections  In  other  articles  of  this  Code  containing  the 
requirements,))  In  those  sections  or  Sections  810.1  through  ((812.1))  £12  of 
this  Code,  for  each  of  the  district  classes  listed  In  Section  802.1,  or  are 
referenced  In  Section  899  of  this  Code. 


Building  standards  ((are  controls))  which  regulate  the  general  size, 
shape,  character,  and  design  of  development  In  Chinatown  Mixed  Use 
D1 strl cts( ( . They))  are  set  forth^  ((or))  summarized  ((and))  fir 
cross-referenced  ((In  the  zoning  control  categories  as  listed  In  Paragraph  (a) 
below))  In  Sections  810.10  through  812.1  of  this  Code  for  each  district  class. 

(((a)  Building  Standard  Categories.  The  building  standard  categories 
which  govern  Mixed  Use  districts  are  listed  below  by  zoning  control  category 
and  numbered  and  cross-referenced  to  the  Code  Section  containing  the  standard 
and  the  definition.))  Table  803.1  below  Is  set  forth  for  convenience:  In  the 
event  of  any  omission  from  the  table  or  conflict  with  other  provisions  of  this 
Code,  the  remainder  of  the  Code  shall  govern. 


TABLE  803.1 


-IjLTHE 


CHINATOWN  MIXED  USE  DISTRICTS 


Zoning  Control  Categories  Section  Number  Section  Number 

No.  for  Building  Standards  of  Standard  of  Definition 


803.1.10 

Height  and  Bulk 

Zoning  Map^  §270 

§§  102 . 1 ( ( 1 ) )£, 

102 .( ( 1 8)  )2_L. 
270 

803.1.11 

Lot  S1ze(Per  Development) 

§ 

121.5 

§§  121(c),  890.56 

803.1.12 

Rear  Yard/Site  Coverage 

§ 

134(a)(e) 

§ 134 

803.1.13 

Sun  Access  Setback 

§ 

132.3 

803.1.14 

Maximum  Street  Frontage 

§ 

145.2 

aOL_L.15 

Awning 

§ 

136.2(a) 

§ 890.2((0))1 

803.1.16 

Canopy 

§ 

136.2(b) 

§ 890.2((6))4 

SQ3J.18 

Marquee 

§ 

136.2(c) 

§ 890.58 

803.1.19 

Floor  Area  Ratio 

§§ 

123-124 

§§  102.((8))2, 

102.1 ( (0) )1 

803.1.20 

Use  Size  (Nonresldentlal ) 

§ 

121.9 

§ 890.130 

803.1.21 

Open  Space 

§ 

135.1 

803.1.22 

Off-street  Parking, 
Commercial  and 

Institutional 

§ 

151 

§ 150 
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803.1.23 

Off-street  Freight  Loading 

§ 152 

§ 150 

803.1.30 

General  Advertising  Sign 

§ 607.2(c) 

§ 602.7 

803.1.31 

Business  Sign 

§ 607.2(d) 

§ 602.3 

803.1.32 

Other  Signs 

§ 607.2(g)— (j) 

§ 602.9, 

803.1.91 

Residential  Density, 

Dwelling  Units 

§ 207.4 

§ 207.1 

803.1.92 

Residential  Density,  Other 

§ 208 

§ 208 

803.1.93 

Usable  Open  Space 

§ 135(d) 

§ 135 

803 .1.94 

Off-Street  Parking, 

Residential 

§ 151 

§ 150 

SEC.  803.2.  USES  PERMITTED  IN  CHINATOWN  MIXED  USE  DISTRICTS.  A use  Is 
the  specific  purpose  for  which  a property  or  building  Is  used,  occupied, 
maintained,  or  leased.  Whether  or  not  a use  Is  permitted  In  a specific 
Chlnatoyn  Mixed  Use  ((d))D1str1ct  Is  set  forthj.  ((or))  summarized  ((and))  or 
cross-referenced  In  Sections  810.1  through  812.9((5))£  of  this  Code  for  each 
district  class. 

(a)  Use  Categories.  The  uses,  functions,  or  activities,  which  are 
permitted  In  each  Chinatown  Mixed  Use  District  class  Include  those  listed  In 
Table  803.2  below  by  zoning  control  category  and  numbered  and  cross-referenced 
to  the  Code  Section  containing  the  definition. 

TABLE  803.2 

USE  CATEGORIES  PERMITTED  IN  THE 
CHINATOWN  MIXED  USE  DISTRICTS 


Section 

Number  of 

No. 

Zoning  Control  Categories  for  Uses 

Use 

Definition 

803.2.24 

Outdoor  Activity  Area 

§ 

890.70 

803.2.25 

Drive-Up  Facility 

§ 

890.30 

803.2.26 

Walk-Up  Facility 

§ 

890.140 

803.2.27 

Hours  of  Operation 

§ 

890.48 

803.2.38a 

Residential  Conversion.  Residential 

-HQte.il 

§ 

890.84 

803.2.38b 

Residential  Demolition.  Residential 

Hotels 

§ 

890.86 

803.2.39a 

Residential  ((Hotel))  Conversion^ 

Apartments 

§ 

890.84 

803 . 2 . 39( (a) )b 

Residential  ((Hotel))  Demolition^ 

Apartments 

§ 

890.86 

803.2.40a 

Other  Retail  Sales  and  Services 

§ 

890.102 

803.2 .40b 

Gift  Store-Tourl st-orlented 

§ 

890.39 

803.2.40c 

Jewelry 

§ 

890.51 

803.2.41 

Bar 

§ 

890.22 

803.2.42 

Full-service  Restaurant 

§ 

890.92 

803.2.43 

Fast-food  Restaurant  - Small 

§ 

890.90 

803.2.44 

Fast-food  Restaurant  - Large 

§ 

890.91 

803.2.45 

Take-out  Food 

§ 

890.122 

803.2.46 

Movie  Theater 

§ 

890.64 
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TABLE  803.2(cont1nued) 

USE  CATEGORIES  PERMITTED  IN  THE 
CHINATOWN  NIXED  USE  DISTRICTS 


803.2.47 

Adult  Entertainment 

§ 890.36 

803.2.48 

Other  Entertainment 

§ 890.37 

803.2.49 

Financial  Service 

§ 890.110 

803.2.50 

Limited  Financial  Service 

§ 890.112 

803.2.51 

Medical  Service 

§ 890.114 

803.2.52 

Personal  Service 

§ 890.116 

803.2.53 

((Business  or))  Professional 

Service 

§ 890.108 

803.2.54 

Massage  Establishment 

§ 890.60 

803.2.55 

Tourist  Hotel 

§ 890.46 

803.2.56 

Automobile  Parking  Lot. 

§ 890.((8))3 

803.2.57 

Automobile  Parking. Garage,. 

Community  Commercial 

§ £2Qu_LQ 

803.2.58 

Automobile  Parklna  Lot.  Public 

§ 890-11 

8Q3.:2J53 

Automobile  Parklna  Garaae.  Public 

§ 890.12 

803.2. ((57)) .60 

Automotive  Gas  Station 

§ 890.14 

803 . 2 . ( (58) ) .61 

Automotive  Servl-ce  Station 

§ 890.18 

803.2  ((59)). £2 

Automotive  Repair 

§ 890.15 

803 . 2 . ( ( 60) ) . 63 

Automotive  Wash 

§ 890.20 

803. 2. ((61)). 64 

Automobile  Sale  or  Rental 

§ 890.13 

803.2. ((62)). 65 

Animal  Hospital 

§ 890.6 

803.2. ((63)) .66 

Ambulance  Service 

§ 890.2 

803.2. ((64)). 67 

Mortuary 

§ 890.62 

803.2. ((65)). 68 

Trade  Shop 

§ 890.124 

803.2.70 

Administrative  Service 

§ 890.106 

803.2.71 

Light  Manufacturing,  Wholesale  Sales 

or  Storage 

§ 890.54 

803.2.72 

Heavv  Industrial . 

6 890.55 

803-2-73 

Business  Services 

§.£20,111 

803.2.80 

Hospital  or  Medical  Center 

§ 890.44 

803.2.81 

Other  Institutions 

§ 890.50 

803.2.82 

Public  Use 

§ 890.80 

803.2.90 

Residential  Use 

§ 890.88 

803.2.95 

((Community  Residential  Parking)) 

Automobile  Parklna  Lot.  Community 

Residential 

§ 890. ( ( 10) >2 

803:2,96 

Automobile  Parking  Ger&ge, 

Community  Residential 

§ 890.8 
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(b)  Use  Limitations.  ((The  u))U$es  ((permitted))  in  Chinatown  Mixed  Use 
Districts  are  either  ((principal))  permitted,  conditional,  accessory,  ((or)) 
temporary^  ((uses))  or  are  not  permitted,  ((as  stated  in  this  Section,  and 
Include  those  uses  set  forth  or  summarized  and  cross-referenced  in  the  zoning 
control  categories  as  listed  In  Paragraph  (a)  In  Sections  810.1  through  812.95 
of  this  Code  for  each  district  class.)) 

(1)  Permitted  Uses.  All  permitted  uses  in  Chinatown  Mixed  Use  Districts 
shall  be  conducted  within  an  enclosed  building  ((In  Mixed  Use  Districts)), 
unless  otherwise  specifically  allowed  in  this  Code.  Exceptions  from  this 
requirement  are:  accessory  off-street  parking  and  loading;  uses  which,  when 

located  outside  of  a building,  qualify  as  an  outdoor  activity  area,  as  defined 
In  Section  890.70  of  this  Code;  and  uses  which  by  their  nature  are  to  be 
conducted  In  an  open  lot  or  outside  a building,  as  described  in  Sections  890 
through  890.140  of  this  Code. 

If  there  are  two  or  more  uses  In  a structure  and  none  is  classified  under 
Section  803.2(b)(1)(C)  of  this  Code  as  accessory,  then  each  of  these  uses  will 
be  considered  separately  as  an  Independent  ((principal))  permitted, 
conditional^  ((or))  temporary  or  not  permitted  use((s)). 

(A)  Principal  Uses.  Principal  uses  are  permitted  as  of  right  In  a 
Chinatown  Mixed  Use  District,  when  so  Indicated  In  Sections  810.1  through 
812.9((5))£  of  this  Code  for  each  district  class. 

(B)  Conditional  Uses. 

(I)  Conditional  uses  are  permitted  In  a Chinatown  Mixed  Use  District  when 
authorized  by  the  City  Planning  Commission;  whether  a use  Is  conditional  In  a 
given  district  Is  Indicated  In  Sections  810  through  812.  Conditional  uses  are 
subject  to  the  provisions  set  forth  In  Section  303  of  this  Code. 

(II)  Any  use  or  feature  which  lawfully  existed  and  was  permitted  as  a 
principal  or  conditional  use  on  the  effective  date  of  these  controls  which  Is 
not  otherwise  nonconforming  or  noncomplying  as  defined  In  Section  180  of  this 
Code,  and  which  use  or  feature  Is  not  permitted  under  this  Article  Is  deemed 
to  be  a permitted  conditional  use  subject  to  the  provisions  of  this  Code. 

(C)  Accessory  Uses.  Subject  to  the  limitations  set  forth  below  and  In 
Sections  204.1  (Accessory  Uses  for  Dwelling  Units  In  R Districts)  and  204.5 
(Parking  and  Loading  as  Accessory  Uses)  of  this  Code,  a related  minor  use 
which  Is  either  necessary  to  the  operation  or  enjoyment  of  a lawful  principal 
use  or  conditional  use  or  Is  appropriate,  incidental  and  subordinate  to  any 
such  use,  shall  be  permitted  In  Chinatown  Mixed  Use  Districts  as  an  accessory 
use  when  located  on  the  same  lot.  Any  use  not  qualified  as  an  accessory  use 
shall  only  be  ((classified))  al lowed  as  a principal  or  conditional  use,  unless 
It  qualifies  as  a temporary  use  under  Sections  205  through  205.2  of  this  Code. 

No  use  In  a Chinatown  Mixed  Use  District  will  be  considered  accessory  to  a 
((permitted))  principal  ((or  conditional))  use  which  Involves  or  requires  any 
of  the  following: 

(I)  The  use  of  more  than  1/3  of  the  total  floor  area  occupied  by  ((such 
use))  both  the,  accessory  use .and., the  principal  use  to  which  it  Is  accessory^. 
combined,  ((excepting))  except  In  the  case  of  accessory  off-street  parking. 

(II)  Any  bar,  restaurant,  other  entertainment,  or  any  retail  establishment 
which  serves  liquor  for  consumption  on-site; 

(III)  Any  take-out  food  use,  except  for  a take-out  food  use  which 
occupies  100  square  feet  or  less  (Including  the  area  devoted  to  food 
preparation  and  service  and  excluding  storage  and  waiting  areas)  In  a retail 
grocery  or  specialty  food  store; 
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< 1 v ) The  wholesaling,  manufacturing  or  processing  of  foods,  goods,  or 
commodities  on  the  premises  of  an  establishment  which  does  not  also  provide 
for  primarily  retail  sale  of  such  foods,  goods  or  commodities  at  the  same 
location  where  such  wholesaling,  manufacturing  or  processing  takes  place. 

The  above  shall  not  prohibit  take-out  food  activity  which  operates  In 
conjunction  with  a fast-food  restaurant.  A fast-food  restaurant,  by 
definition,  Includes  take-out  food  as  an  accessory  and  necessary  part  of  its 
operation. 

(D)  Temporary  Uses.  ((Temporary  u))Uses  not  otherwise  ((are))  permitted 
((uses,))  are  permitted  In  Chinatown  Mixed  Use  Districts  to  the  extent 
authorized  bv  ((subject  to  the  provisions  set  forth  In))  Sections  205,  205.1 
((and))  or  205.2  of  this  Code. 

(2)  Not  Permitted  Uses. 

(A)  Uses  which  are  not  ((specifically))  listed  In  this  Article  are  not 
permitted  In  a Chinatown  Mixed  Use  District  unless  determined  by  the  Zoning 
Administrator  to  be  permitted  uses  In  accordance  with  Section  307(a)  of  this 

Code . 

(B)  No  use,  even  though  listed  as  a permitted  use  or  otherwise  allowed, 
shall  be  permitted  In  a Chinatown  Mixed  Use  District  which,  by  reason  of  Its 
nature  or  manner  of  operation,  creates  conditions  that  are  hazardous,  noxious, 
or  offensive  through  the  emission  of  odor,  fumes,  smoke,  cinders,  dust,  gas, 
vibration,  glare,  refuse,  water-carried  waste,  or  excessive  noise. 


SEC.  803.3.  USES  PERMITTED  IN  SOUTH  OF  MARKET  USE  DISTRICTS, 
iAl  Use  Categories.  A use  Is  the  specified  purpose  for  which  a property., 
or  building  Is  used,  occupied,  maintained,  or  leased.  Whether  or  not  a use  Is 
permitted  In  a specific  South  of  Market  district  Is  generally  set  forth. 
summarized  or  cross-referenced  In  Sections  813.3  through  818  of  this  Code  for 

<d>  Use  Limitations- Uses  i n_ South,. of .Market  districts  are  either 

permitted,  CQnd.ltlongil,  accessory,  temporary  or.  are ,.ttQlj.B£0llltfiiL 

ill  Per-Bi  tted_Uses ,s if  there  are  two  or  more  uses.Jn..a  .itructure,  any 

use  not  classified  below  under  Section,  8Q.3.,3(b)(i  HO  of  this  Code  as 
accessory  win  be  considered.  seflarate.ix.as  an  independent  permitted, 
conditional,  temporary  or  rot  permitted  use- 

(A)  Prlnclpal-Usex Principal  uses  are  permitted  as  of  right  In  a South 

of  Market  district,,  when  so . Indicated  In  Sections  813  through  818  of  this  Cade- 

tor  the  district- Additional  requirements..  and-C-Qiiditlons  may  be  placed  on_ 

partkular  uses  as  provided  pursuant  to  Section  803.5  and  other  applicable 

(B)  Conditional  Uses, Conditional  uses  are  permitted  In. a South_of  Market 

dlitri ct,  *hen  authorized, .by  ..the  City  Planning ,Comgi.1.s.s.lQJK -Whether  a use  1&_ 
conditional  In  a given  district  is  generally  Indicated  In  Sections  813  through 

BIB, of  this  Coder Conditional  uses  are... subject  to. the  applicable  provisions.. 

setforth  In  Sections  178.  179.  263.11.  303.  316  through  316,8.  and  803,5  of 
this  Code. 

Accessory  Uses, Subject  to  the  limitations  set  forth  below  and  In 

Sec tlQ.ns.2Q.4J  (Accessory  Uses  for  Dwelling  Units  In  R and  NC  Districts). 

204  ,2  ^Accessory  Uses  for  Uses  other  than  Dwellings  In  R Districts).  204.4 


City  Planning  Commission 


146 


Section  803.3 


(Dwelling  Units  Accessory  to  Other  Uses),  and  204.5  (Parking  and  Loading  as 
Accessory  Uses)  of  this  Code,  a related  minor  use  which  Is  either  necessary  to 
the  operation  or  enjoyment  of  a lawful  principal  use  or  conditional  use,  or  is 
appropriate  Incidental  and  subordinate  to  any  such  use,  shall  be  permitted  as 
an  accessory  use  In  a South  of  Market  district  when  located  on.  the.  i.aj?e  lot. 
Any  use  which  does  not  qualify  as  an  accessory  use  shall  be  classified  as  a 
principal  use- 

No  use  will  be  considered  accessory  to  a principal  use  which  Involves  or 
requires  any  of  the  following: 

(1)  The  use  of  more  than  one-third  (1/3)  of  the  total  occupied  floor  area 
which  is  occupied  bv  both  the  accessory  use  and  the  principal  use  to  which  it 
is  acce_s_sory.  combined,  except  in  the  case  of  accessory  off-street  parking  or 
of*this  Codeh  ^ SUbieCt  t0  the  Prov1s1ons  of  Sections  151.  156  and  157 

(IDA  hotel,  motel,  inn,  hostel,  nighttime  entertainment,  adult 
entertainment,  massage  establishment,  fast  food  restaurant,  or  movie  theater 
use  in  a RED.  SPD.  RSD.  SLR.  SLI  or  SSO  District: 

PID-Any  take-out  food  use,  except  for  a take  out  food  use  which  occupies 
200  square  feet  or  less  (including  the  area  devoted  to  food  preparation  and 
service  and  exdudl nO-Storage  and  waiting  areas)  in  a restaurant,  bar, 
catering  establishment,  bakery,  retail  grocery  or  specialty  food  store: 

(D)  Temporary  Uses. Temporary. uses  np.t. otherwise  permitted  are  permitted 

in  South  of  MarKet  Districts  to  the  extent  authorized  by  Sections  205  through 
2Q5-3  of  this  Code. 


SEC.  803.4  USES  PROHIBITED  IN  SOUTH  OF  MARKET  DISTRICTS,  (a)  Uses 
which  are  not  specifically  listed  in  this  Article  are  not  permitted  unless 
they  qualify  as  a nonconforming  use  pursuant  to  Sections  180  through  186.1  of 
this  Code  .or  are  determined  by_...the  .Zoning. Administrator  to  be  permitted  uses 

In  accordance.  _wi.t.h.  Section  307(a)  of  this  Code. Uses  not  permitted  in  any 

South  of  Market  District  include,  but  are  not  limited  to.  the  following: 

Mult. ..entertainment.  bookstore  Qr-t.he.at£iL--ft.mu.s.enien.t  game  arcade  or 
i-im±iAr...e.nterprise.L.aDlml.  Kennel,  riding  academy  .or  livery  stable;. 
automobile.  trucK^yan^.  recreational  vehicie/trailer  or  camper  sales, 
lease  or  rental;  auto  tow  of  inoperable  vehicles;  auto  wrecking  operation; 
carnival,  circus:  bowling  alley;  drive-up  facility:  fast  food  restaurant; 
hotel,  motel,  hostel,  inn,  or  bed  and  breakfast  establishment:  lunkvard; 
landing  field  for  aircraft;  massage  establishment  subject  to  Section  ?18L 
of  this  Code;  mortuary;  movie  theaters;  shooting  gallery:  skating  rink; 
sports. .stadium. or  arena;  and  video  arcade. 

(b)  No  use,  even  though  listed  as  a permitted  use  or  otherwise  allowed. 
shall  be  permitted  In  a South  of  MarKet  district  which,  bv  reason  of  its 
nature  or  manner  of  operation,  creates  conditions  that  are  hazardous,  noxious, 
or  offensive  through  the  emission  of  odor,  fumes,  smoke,  cinders,  dust,  gas, 
vibration,  glare,  refuse,  water-carried  waste,  or  excessive  noise. 
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SEC- _ 803.5.  ADDITIONAL  PROVISIONS  GOVERNING  USES  IN  MIXED  USE  DISTRICTS. 

(a)  Bars  and  Restaurants  In  South  of  Market  Districts.  Within  South  of 
Market  Districts,  bars  and  restaurants,  permitted  pursuant  to  zoning. 
categories  .32.  .33  and  .35  of  Sections  813  through  818  of  this  Code,  shall 
not  be  allowed  except  on  conditions  which,  in  the  judgment  of  the  Cltv  agency. 
board  or  commission  which  last  exercises  jurl sdlctlon  to  appJv  this  .Code  to  a 
proposed  such  use,  are  reasonably  calculated  to  Insure  that:  (1)  the  quiet. 
s.a f etv  and  cleanliness  of  the  premises  and  Its  adlacent  area  are  maintained: 
(2)  adequate  off-street  parking  Is  provided,  for  which  purpose  th£--&gency. 
board  or  emission  may  require  participation  In  a South  of  MarKet  parking 
management  program;  (3)  proper  and  adequate  storage  and  disposal  of  debris  and 
garbage  Is  provided;  (4)  noise  and  odors  are  contained  within  the  premises  so 
as  not  to  be  a nuisance  to  neighbors:  and  (5)  sufficient  toilet  facilities  are 
made  accessible  to  patrons  Including  persons  waiting  to  enter,  .the... 
establishment. 

Cbl  DeTOl.1t1on.i2r  Conversion  of  Group  Housing  or  Dwelling  Units  in  South 

of  Market  Districts Demolition,  or  conversion  to  any  other,  tue.  of  a group 

housing  up  it  or  dwelling  unit  or  any .portion  thereof,  in  any  South  of  MarKet 
district. shall  be. a.l.1owed„Qniy...subject  tO-S.e.cli.on_233(a>  and  only. ..If  ..approved 
as  a conditional  use  pursuant  to  Sections  303  and  316  of  this  Code. 

notwithstanding  any. other  provision  pf  this  Code. This  provision,  shall,  extend 

to  any  premises  whose  current. use  Is,  or  last,  use  prior  to  a proposed 
conversion  or  demolition  was,.  In. .fact .A.s..a  .group.. . housing  unit  or  dwelling  unit 
as  wen  as  any  premise  whose— Legal  use  as  shown  In  the  records  of  the  Bureau 
of  Building  Inspection  is  that  of  a group  housing  or  dwelling  unit. 

(si  Preservation  of  Landmark,  Buildings.  Significant,  or.  Contributory 
Buildings  hi  thin  the  Extended  Preservation  District  and/or  Contributory 
Buildings  Hlthln  Designated  Historic  Districts  within  the  South  of  Market  Base 

P±s  1l1  jlL Hlthln  the  South  of  Market  Base  District,  any  use  which  is 

permitted  as  a principal  or  conditional  use  within  the  SSO  District,  exclusive 
of  nighttime  entertainment  use,  mav  be  permitted  as  a conditional  use  pursuant 
to  Sections  316  through  316.8  of  this  Code  In  designated  landmark  buildings. 
buildings  designated  as  significant  or  contributory  pursuant  to  Article  11  of 
this  Code,  or  buildings  Identified  as  contributory  in  historic  districts 
designated  in  the  approved  South  of  Market  Plan,  provided  that:  (1)  In 

addition  to  the  criteria  described  In  Sections  303(c)(6)  and  316  through  316.8 
for  the  granting. of  conditional  uses.  It  Is  determined  that  allowing  the  use 
will  enhance  the  feasibility  of  preserving  the  landmark,  significant  or 
contributory  building;  and  (2)  that  the  landmark,  significant  or  contributory 
building. will  be  made  to  conform  with  the  current  standards  for  seismic  loads 
andforces  of  the  San  Francisco  Building  Code. 
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id)  Automated  Bank  Teller  Machines  Within  South  of  Market  Districts. 

All  automated  bank  teller  machines  (ATM's),  whether  free-standing  structures 
or  walk-up  facilities  associated  with  retail  banking  operations,  shall  have 
adequate  lighting,  waste  collection  facilities  and  parking  resources. 

1 £2  Open  Air  Sales.  Flea  markets,  farmers  markets,  crafts  fairs  and  all 
other  open  air  sales  of  new  or  used  merchandise,  except  vehicles,  within  South 
of  Market  districts,  where  permitted,  shall  be  subject  to  the  following 

requirements.; (1)  the  sale  of  goods  and  the  presence  of  booths  or  other 

accessory  appurtenances  shall  be  limited  to  weekend  and/or  holiday  daytime 
hours;  12)  sufficient  numbers  of  publ Iciv-accessible  toilets  and  trash 
receptacles  shall  be  provided  on-site  and  adequately  maintained;  and  (3)  the 
site  and, vicinity  shall  be  maintained  free  of  trash  and  debris. 

<f>  Low- In come  Affordable  Housing  Hlthln  the  Servlce/Llght  Industrial 

District, Dwelling  units  authorized  In  the  SLI  District  only  as  a conditional 

use  pursuant  to  Sections  303.  316  and  817.14  of  this  Code  and  only  If  the 
units  must,  under  federal  or  state  law,  or  local  legal  authority  other  than 
this  Code,  be  rented,  leased  or  sold  exclusively  at  rates  or  prices  affordable 
to  households  whose  Incomes  are  no  greater  than  80%  of  the  median  Income  for 
households  in  San  Francisco  as  determined  under  California  Administrative  Code 
Section  6932.  or  Its  successor  provision,  for  the  lifetime  of  the  structure. 
The  onwer  or  owners  of  the  units  shall  submit  an  annual  report  to  the  Cltv. 
along  with  a fee  whose  amount  shall  be  determined  periodically  by  the  City 
Planning  Commission,  to  cover  costs  of  the  enforcement  of  the  affordability  of 

subject  dwelling  units- Ihe  fee  shell  not  exceed  the  .amount  of  those  costs. 

The  report  shall  state  rents,  annual  household  Income,  number  of  adults  and 
children  living  In  each  unit,  and  such  other  Information  as  the  Cltv  mav 
require . 


SEC.  809.  GUIDE  TO  UNDERSTANDING  THE  MIXED  USE  DISTRICT  ZONING  CONTROLS. 

Mixed  Use  District  controls  are  set  forth  In  the  Zoning  Control  Tables  In 
Sections  810C < . 10) ) through  ((812.95))  or  referenced  In  Section  899  of 
this  Code. 

(a)  The  first  column  In  the  Zoning  Control  Table,  titled  "No."  provides  a 
category  number  for  each  zoning  control  category. 

(b)  The  second  column  In  the  table,  titled  "Zoning  Control  Category," 
lists  ((each))  zoning  control  categor((y))ln  ((which  Is  regulated  in  Article 
8 of  this  Code))  for  the  district  Ad.  question. 

(c)  The  third  column,  titled  "§  References,"  contains  numbers  of  other 
sections  In  the  Planning  Code  and  other  city  codes,  In  which  additional 
((control))  relevant  provisions  ((.Including  exceptions  and  definitions,  where 
pertinent,))  are  contained. 
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(d>  In  the  fourth  column,  the  controls  applicable  to  the  various  Mixed 
Use  Districts  are  Indicated  either  directly  or  by  reference  to  other  Code 
Sections  which  contain  the  controls. 


The  following  symbols  are  used  In  this  table: 

P — Permitted  as  a principal  use. 

C — Permitted  as  a conditional  use,  subject  to  the 

provisions  set  forth  In  this  Code. 

— A blank  space  on  the  tables  In  Sections  810 

through  812  Indicates  that  the  use  or  feature  Is 
not  permitted  within  the  Chinatown  M1xed.Us.ft- 
Dlstrlcts.  Unless  a use  or  feature  Is  permitted 
or  required  In  the  Chinatown  Mixed  Use  Districts 
as  set  forth  In  the  Zoning  Control  Tables  or  In 
those  sections  referenced  In  Section  899  of  this 
Code,  such  use  or  feature  Is  prohibited,  unless 
determined  by  the  Zoning  Administrator  to  be  a 
permitted  use. 

np  — Not. Permitted., S£.LtiQn..80.3.,4.. lists,  certain  uses 

not  permitted  In  any  South  of  Market  district. NP 

In  the  Article  8 control .column  of  Tables  813 
through  818  ais.fi  J.n.di cat.e.s_t.h.a.t_.the...use..Qr ...feature 
Is  not  permitted  In  the  applicable  South  of  Market 
District. 

U — See  specific  provisions  listed  by  section  and 
zoning  category  number  at  the  end  of  the  table. 

1st  — 1st  story  and  be1ow((.)).  where  applicable. 

3rd+  — 3rd  story  and  above((.)).  where  applicable. 


[Section  810.1  Is  unchanged.] 
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SEC.  810 

CHINATOWN  COMMUNITY  BUSINESS  DISTRICT 
ZONING  CONTROL  TABLE 


SEC.  810 

Community  Business 

No. 

Zoning  Category 

§ References 

Control s 

BUILDI 

NG  STANDARDS 

.10 

Height  and  Bulk 

§§  102. 1 ((1 ))2, 105, 
106,263.4 

§§  250  - 252, 

260,  270,  271 

P up  to  35  feet# 

C to  65  ft. 

C to  50  ft  (along 
Commercial  Street) 
See  Zoning  Map,  § 254 
50  ft.  length  and 
100  ft.  diagonal 
above  40  ft.# 

See  Zoning  Map,  § 270 

[Sections  810.1 

1 through  810.14  are  u 

nchanged. ] 

.15 

Awning 

§ 890.2((0))1 

P 

§ 136.2(a) 

.16 

Canopy 

§ 890.2((6))4 

P 

§ 136.2(b) 

[Section  810.17  Is  unchanged.] 
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SEC.  810 

Community  Business 

No. 

Zoning  Category 

§ References 

Control s 

COMMERCIAL  AND  INSTITUTIONAL  STANDARDS  AND  USES 


.19 

Floor  Area  Ratio 

§§102.((8))2, 

102.1 ( (0) )1,  123 

2.8  to  1 
§ 124(a)(b) 

Retal 1 

[Sections  810.20  through  810.52  are  u 
Sales  and  Services 

inchanged.  ] 

Controls  by  Story 

No. 

Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

.53 

((Business  or)) 
Professional  Service 

§ 890.108 

P 

P 

P 

(Sections  810 

.54  and  810.55  are  unc 

hanged. ) 

.56 

Automobile  Parking  Lot. 
Communltv  Commercial 

§§  890.  ((8))j),  156, 
160 

C 

C 

C 

Jil 

Automobile  Parklna 
Garaae.  Community 
Commercial 

§ 890.10.  160 

£ 

£ 

£ 

Automobile  Parklna  Lot. 
Public 

§ 890-11,  156 

£ 

£ 

£ 

A3 

Automobl le  Parklna 

§ 890-12 

£ 

£ 

£ 

((.5 

A 

7)) 

Q 

Automotive  Gas 
Station 

§ 890.14 

((.58)) 

((.61)) 

Automotive 
Service  Station 

§ 890.18 

((.59)) 

A1 

Automotive  Repair 

§ 890.15 

((.60)) 

A2 

Automotive  Hash 

§ 890. ((19))  2Q 

((.61)) 

AA 

Automotive  Sale 
or  Rental 

§ 890. 1 ( (2) )3 

(( .62)) 
A3 

Animal  Hospital 

§ 890.6 

((.63)) 

A3 

Ambulance  Service 

§ 890.2 
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SEC.  810 

Community  Business 
Controls  by  Story 

No. 

Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

Retail  Sal 

e 

and  Services 

((.64)) 

Jil 

Mortuary 

§ 890.62 

C 

C 

((.65V> 

J& 

Trade  Shop 

§ 890.124 

P 

C 

RESIDENTIA 

[Sections  810.7 

L STANDARDS  AND  USES 

0 through  810.94  are  u 

nchanged. ] 

((.9 

5 

Community 

Residential 

Parking 

§ 890.10 

C 

C 

C)) 

Automobl le  Parklna  Lot. 

5 890.7.  156.  160 

£ 

£ 

£ 

Community  Residential 

Automobile  Parklna 
Garaae.  Community 
Residential 

§ 890.8.  160 

£ 

£ 

£ 

[SPECIFIC  PROVISIONS  FOR  CHINATOWN  COMMUNITY  BUSINESS  DISTRICT  through  Section 
811.1  are  unchanged. ] 
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SEC.  811 

CHINATOWN  VISITOR  RETAIL  DISTRICT 
ZONING  CONTROL  TABLE 


SEC.  811 
Visitor  Retail 

No. 

Zoning  Category 

§ References 

Control s 

BUILDI 

NG  STANDARDS 

.10 

Height  and  Bulk 

§§  102 . 1 ( ( 1 ) )£, 
105,  106,  263.4 

§§  250  - 252, 
260,  270, 

271 

P up  to  35  feet# 

C to  50  ft. 

See  Zoning  Map,  § 254 
50  ft.  length  100  ft. 
diagonal  above  40  ft.# 
See  Zoning  Map,  § 270 

[Sections  811.1 

1 through  811.14  are  u 

nchanged. ] 

.15 

Awning 

§ 890.2((0))i 

P 

§ 136.2(a) 

.16 

Canopy 

§ 890 . 2 < < 6 ) >4 

P 

§ 136.2(b) 

(Section  811.17  Is  unchanged.) 
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SEC.  811 

Visitor  Retail 

No. 

Zoning  Category 

§ References 

Control s 

COMMERCIAL  AND  INSTITUTIONAL  STANDARDS  AND  USES 


.19 

Floor  Area  Ratio 

§§  102.(<8))3, 
102.1 ( (0)  >1,  123 

2.0  to  1 
§ 1 24( a) < b) 

[Sections  811.20  through  811.52  are  unchanged.] 


Retail  Sales  and  Services 


Controls  by  Story 

No. 

* 

Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

.53 

((Business  or)) 
Professional  Service 

§ 890.108 

P 

(Sections  81 

.54  and  811.55  are  unc 

hanged. ) 

.56 

Automobile  Parking  Lot. 
Community  Commercial 

§§  890.((8))3, 
156,  160 

C 

C 

C 

*5Z 

Automobile  Parklna 

6 890.10.  160 

£ 

£ 

£ 

Commercial 

Automobile  Parking  Lot. 
Public 

§ 890.11.  156 

£ 

£ 

£ 

^2 

Au.tP 

£3 

•mobile  Parkina 
raqe.  Public 

§ 890.12 

£ 

£ 

£ 

((.57)) 

Automotive  Gas 
Station 

§ 890.14 

((.58)) 

*&1 

Automotive 
Service  Station 

§ 890.18 

((.59)) 

Jll 

Automotive 

Repair 

§ 890.15 

((.60)) 

Automotive 

Wash 

§ 890. ((19) )££ 

((.61)) 

Automotive  Sale 
or  Rental 

§ 890. 1 ((2) )3 

((.62)) 

Animal  Hospital 

§ 890.6 

((.63)) 

.66 

Ambulance 

Service 

§ 890.2 
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SEC.  811 

Visitor  Retail 

Controls  by  Story 

No. 

Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

((.64)) 

Mortuary 

§ 890.62 

C 

C 

((.65)) 

Trade  Shop 

§ 890.124 

P 

C 

RESIDENTIAL 

[Sections  811.7 

STANDARDS  AND  USES 

0 through  811.94  are  u 

nchanged. ] 

((.9 

5 

Community  Res. 
Parking 

§ 890.10 

C 

C 

C )) 

Automobile  Parklnq  Lot. 

6 890.7.  156.  160 

C i 

C 

£ 

Communltv  Residential 

1 

Automobile  Parking 

§ 890.8.  160 

£ 

£ 

£ 

Garaqe,  Communltv 

Residential 

[SPECIFIC  PROVISIONS  FOR  CHINATOWN  VISITOR  RETAIL  DISTRICT  through  Section 
812.1  are  unchanged.] 


City  Planning  Commission 


156 


Section  812 


SEC.  812 

CHINATOWN  RESIDENTIAL  NEIGHBORHOOD  COMMERCIAL  DISTRICT 
ZONING  CONTROL  TABLE 


SEC.  812 

Residential  N'hd  Comml 

No. 

Zoning  Category 

§ References 

Control s 

BUILDI 

NG  STANDARDS 

.10 

Height  and  Bulk 

§§  102. 1 ((1 ))£, 
105,  106,  263.4 

§§  250  - 252, 
260,  270, 

271 

P - up  to  35  feet# 

C - 50  ft. , portions 
of  Grant  & Pacific. 
C - 65  ft. , except 
85  ft.  for  portions 
of  Stockton  If  low 
Income  housing. 

See  Zoning  Map,  § 254 
50  ft.  length  and 
100  ft.  diagonal  and 
above  40  ft. 

See  Zoning  Map,  § 270 

[Sections  812.1 

1 through  812.14  are  u 

nchanged.  ] 

.15 

Awning 

§ 890. 2( (0) )1 

P 

§ 136.2(a) 

.16 

Canopy 

§ 890. 2( (6) )4 

P 

§ 136.2(b) 

[Section  812.17  is  unchanged.] 
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SEC.  812 

Residential  N'hd  Comml 

No. 

Zoning  Category 

§ References 

Controls 

COMMERCIAL  AND  INSTITUTIONAL  STANDARDS  AND  USES 


.19 

Floor  Area  Ratio 

§§  102 . ( (8) )5, 
102. 1 ((0))1,  123 

1.0  to  1 
§ 1 24(a) < b) 

[Sections  812.20  through  812.52  are  unchanged.] 


Retail  Sales  and  Services 


Controls  by  Story 

No. 

Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

.53 

((Business  or) 
Professional  Service 

§ 890.108 

P 

(Sections  812.54  And  812.55  are  unchanged.) 


.56 

Automobile  Parking  Lot . 
Community  Commercial 

§§  890. ( (8) )2, 
156,  160 

C 

*5Z 

Automobile,  Parking 
Garaae.  Community 
Commercial 

§ 890.10.  160 

£ 

Ah 

Automobile  Parklna  Lot. 
Public 

§ 890-11,  156 

£ 

Ah 

AgtO 

Ga 

•mobile  Parklna 
raae.  Public 

§ 890.12 

£ 

((.57)) 

AQ 

Automotive  Gas 
Station 

§ 890.14 

((.58)) 

A1 

Automotive 
Service  Station 

§ 890.18 

((.59)) 

AZ 

Automotive 

Repair 

§ 890.15 

((.60)) 

JL3 

Automotive 

Hash 

§ 890. ( ( 1 9) )20 

((.61)) 

Ji4 

Automotive  Sale 
or  Rental 

§ 890.1 ((2))2 

((.62)) 

Ah 

Animal  Hospital 

§ 890.6 

((.63)) 

Ah 

Ambulance 

Service 

§ 890.2 
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SEC.  812 

Residential  N'hd  Comml 

Controls  by  Story 

No.  Zoning  Category 

§ References 

1st 

2nd 

3rd  + 

Retail  Sale 

s and  Services 

((.64)) 

Mortuary 

§ 890.62 

C 

C 

((.65)) 

Trade  Shop 

§ 890.124 

P 

[Sections  812.70  through  812.94  are  unchanged.] 


RESIDENTIAL  STANDARDS  AND  USES 


((.9 

5 

Community  Residen- 
tial Parking 

§ 890.10 

C 

C 

C)) 

Automobile  Parkina  Lot. 

5 890.7.  156.  160 

£ 

£ 

£ 

Community  Residential 

^6 

Automobl le  Parkina 

§ 890-8,  160 

£ 

£ 

£ 

Garaae.  Communitv 
Residential 

[SPECIFIC  PROVISIONS  FOR  CHINATOWN  RESIDENTIAL  NEIGHBORHOOD  COMMERCIAL 
DISTRICT  are  unchanged.] 


[Please  note:  Sections  813  through  820  are  new  additions] 

SEC.  813  RED  — RESIDENTIAL  ENCLAVE  DISTRICT.  Residential  Enclave 
Districts  (RED)  encompass  the  clusters  of  low-scale,  medium  density, 
predominantly  residential  neighborhoods  located  along  the  narrow  side  streets 
of  the  South  of  Market  SLR  district.  Within  these  predominantly  residential 
enclaves  lie  a number  of  vacant  parcels,  parking  lots  and  other  properties  In 
open  storage  use.  These  properties  are  undeveloped  or  underdeveloped  and  are 
viewed  as  opportunity  sites  for  new,  moderate-income.  In-fill  housing. 

The  zoning  controls  for  this  district  are  tailored  to  the  design  needs  and 
neighborhood  characteristics  of  these  enclaves  and  are  Intended  to  encourage 
and  facilitate  the  development  of  attractive,  compatible  and  economically 
feasible  In-fill  housing  while  providing  adequate  residential  amenities  to  the 
site  and  neighborhood. 

Existing  commercial  activities  In  non-resldentlal  structures  may  continue 
as  nonconforming  uses  subject  to  the  termination  requirements  of  Sections  185 
and  186.  Live/Work  units  limited  to  arts  activities  are  permitted  within  the 
district  as  a principal  use.  Existing  live/work  units  with  other 
non-resldentlal  uses  may  continue  as  a nonconforming  use. 
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Table  813:  RED  — RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE 


Article  8 

Zoning 

Category 

Zoning  Control 
Category  for 
Building  Standards 

Planning  Code 
Section  (§) 
Reference 

Article  8 
Control 

813.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map,  generally 
40  feet 

813.02 

Bulk  Limit  Designation 

See  Zoning  Map, 
§270 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map 

Article  8 

Zoning  Control 

Planning  Code 

Article  8 

Zoning 

Category 

Category  for 
Use  Standards 

Section 

Reference 

Control 

813.03 

Residential  Density 
Limit 

§ 124(b),  207.5, 
208 

1 :400  for  dwel ling 
units;  1 bedroom  for 
each  140  sq.  ft.  of 
lot  area  for  group 
housing 

813.04 

Non-Resldentlal  Density 
Limit  (Floor  Area  Ratio) 

§102.9,  123, 
124,  127 

General ly , 1 .0  to  1 
FAR 

813.05 

Usable  Open  Space  for 
Dwel 1 1 ng  Units  and 
Group  Housing 

§ 135 

60  sq.  ft.  per  unit, 

If  private,  80  sq.  ft. 
If  common 

813.06 

Usable  Open  Space  for 
Live/Work  Units  In 
Newly  Constructed 
Buildings  or  Additions 

§ 135.2 

36  sq.  ft.  per  unit 

813.07 

Usable  Open  Space  for 
Other  Uses 

§ 135.3 

Varies  by  use 

813.09 

Outdoor  Activity  Area 

§ 890.70 

P 

813.10 

Halk-up  Facility,  except 
Automated  Bank  Teller 
Machine 

§ 890.140 

P 
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Table  813:  RED  ~ RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE  (continued) 


Article  8 

Zoning 

Category 

Zoning  Control 
Category  for 
Use  Standards 

Planning  Code 

Section 

Reference 

Article  8 
Control 

813.11 

Automated  Bank  Teller 
Machine 

§ 803.5(d) 

NP 

813.12 

Residential  Conversion 

§ 803.5(b) 

C 

813.13 

* 

Residential  Demolition 

§ 803.5(b) 

C 

Article  8 

Zoning 

Category 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

813.14 

Residential  Use 

Dwel 1 ing  Units 

§ 102.7 

P 

813.15 

Group  Housing 

§ 890.88(b) 

C 

Institutions 

813.17 

Hospital , Medical 
Centers 

§ 890.44 

NP 

813.18 

Residential  Care 

§ 890.50(e) 

C 

813.19 

Educational  Services 

§ 890.50(c) 

C 

813.20 

Religious  Facility 

§ 890.50(d) 

C 

813.21 

Assembly  and  Social  § 890  "0(a) 

Service  .except  Open 
Recreation  or  Horticulture 

C 

813.22 

Child  Care 

§ 890.50(b) 

P 
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Table  813:  RED  — RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


Vehicle  Parking 


813.25 

Automobile  Parking 
Lot,  Community 
Residential 

§ 890.7 

P 

813.26 

Automobile  Parking 
Garage,  Community 
Residential 

§ 890.8 

C 

813.27 

Automobile  Parking 
Lot,  Community 
Commercial 

§ 890.9 

P 

813.28 

Automobile  Parking 
Garage,  Community 
Commercial 

§ 890.10 

C 

813.29 

Automobile  Parking  Lot, 
Public 

§ 890.11 

P 

813.30 

Automobile  Parking 
Garage,  Public 

§ 890.12 

C 

Retail  Sales  and  Services 

813.31 

Sales  and  Services, 
Other  Than  Office 
Uses,  Except  as  More 
Spec  1 f 1 cal ly  Provided 
Below  and  In  § 803.4 

§ 890.104 

NP 

813.32 

Bar 

§ 890.22, 

803.5(a) 

NP 

813.33 

Restaurant,  Full 
Service 

§ 890.92, 

803.5(a) 

NP 

813.35 

Take  Out  Food 
Service 

§ 890.122, 

803.5(a) 

NP 

813.36 

Personal  Services 

§ 890.116 

NP 
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Table  813:  RED  — RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Assembly,  Recreation.  Arts  and  Entertainment 

813.37 

Nighttime  Entertainment 

§ 102.17 

NP 

813.38 

Meeting  Hall,  Not 
Falling  Within  Category 
813.21 

§ 221(c) 

NP 

813.39 

Recreation  Building,  Not 
Falling  Within  Category 
813.21 

§ 221(e) 

NP 

813.40 

Pool  Hal  1 , Card  Club, 
Not  Falling  Within 
Category  813.21 

§ 221(f) 

NP 

813.41 

Theater,  Falling 
Within  §221 (d) , Except 
Movie  Theater 

§ 221(d),  890.64 

NP 

Home  and  Business  Service 

813.42 

Trade  Shop 

§ 890.124 

NP 

813.43 

Catering  Services 

§ 890.25 

NP 

813.45 

Business  Goods  and 
Equipment  Repair  Service 

§ 890.23 

NP 

813.46 

Arts  Activities,  Except 
Within  a Live/Work  Unit, 
And  Other  Than  Theaters 

§ 102.2 

NP 

813.47 

Business  Services 

§ 890.111 

NP 
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Table  813:  RED  — RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 

Office 

813.48  Professional  Service  § 890.108  NP 

813.49  Office  Uses  as  Defined  § 101.1(b)(5),  NP 

In  §31 3(a) , Not  Specif 1-  31 3(a) ( 1 9) 

cal ly  Listed  Elsewhere 


813.50  Office  Uses,  In  Designated 

Landmark  Buildings  § 803.5(c) 


C 


813.51 

813.52 


813.53 

813.54 

813.55 


813.56 

813.57 

813.58 


Live/Work  Unit  Falling'  § 102.2,  102.13, 

Within  Terms  of  Sections  209. 9(f) , (g) , P 

209.9(f)  or  209.9(g)  233 

Live/Work  Units  Not  In-  § 102.13,  233  NP 

eluded  Above,  Where  All 
Non-Resldentlal  Activity 
Is  Otherwise  Permitted 
In  this  District,  or  Is 
Otherwise  Conditional  and 
Is  Approved  as  a Condi- 
tional Use. 


Live/Work  Units  Not  § 102.13,  233 

Included  Above 


NP,  except  C pursuant 
to  § 803.5(c) 


Vehicle  Storage— Open  Lot  § 890.131 


NP 


Vehicle  Storage— Enclosed  § 890.132  P 

Lot  or  Structure 


Automotive  Services 

Automotive  Service 
Station,  Automotive  Wash 

Automotive  Repair 

Automobile  Tow  Service 


890.18,  890.20 

NP 

890.15 

NP 

890.19 

NP 
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Table  813:  RED  — RESIDENTIAL  ENCLAVE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article 

Zoning 

Category 

8 Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

813.59 

Non-Auto  Vehicle  Sales 
or  Rental 

§ 890.69 

NP 

813.60 

Public  Transportation 
Facility 

§ 890.80 

NP 

•r 

Industrial 

813.61 

Wholesale  Sales 

§ 890.54(b) 

NP 

813.62 

Light  Manufacturing 

§ 890.54(a) 

NP 

813.63 

Heavy  Industrial 

§ 890.55 

NP 

813.64 

Wholesaling,  Storage, 

D1 strl butlon  and  Open 
Air  Handling  and 
Storage  of  Materials 
and/or  Equipment,  Not 
Falling  Within  Categorle 
813.61,  813.62,  813.63, 
813.65  or  813.67 

§ 225 
s 

NP 

813.65 

Storage 

§ 890.54(c) 

NP 

Other. Uses 

813.66 

Animal  Hospital 

§ 890.6 

NP 

813.67 

Open  Air  Sales 

§ 890.38,  803.5(e) 

NP 

813.68 

Ambulance  Service 

§ 890.2 

NP 

813.69 

Open  Recreation  and 
Horticulture 

§ 209.5 

P 

813.70 

Public  Use,  Except  Public 
Transportation  Facility 

§ 890.80 

C 

813.71 

Planned  Unit  Development 

§ 304 

NP 

813.72 

Commercial  Wireless 

§ 227(h) 

C 

Transmitting,  Receiving 
or  Relay  Facility 
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Section  814 


SEC.  814.  SPD- SOUTH  PARK  DISTRICT.  South  Park  Is  an  attractive 
affordable  mixed  use  neighborhood.  The  South  Park  District  (SPD)  Is  Intended 
to  preserve  the  scale,  density  and  mix  of  commercial  and  residential 
activities  within  this  unique  neighborhood.  The  district  Is  characterized  by 
small  scale,  continuous  frontage  warehouse,  retail  and  residential  structures 
built  In  a ring  around  an  oval-shaped,  grassy  park.  Retention  of  the  existing 
structures  Is  encouraged,  as  Is  a continued  mix  of  uses  and  In-fill 
development  which  contributes  positively  to  the  neighborhood  scale  and  use  mix. 

Most  retail,  general  commercial,  servl ce/1 1 ght  Industrial,  Institutional, 
arts,  live/work  and  residential  activities  are  permitted.  Hotels,  motels, 
movie  theaters,  adult  entertainment,  nighttime  entertainment  and  office  uses 
are  not  permitted. 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE 


Article 

Zoning 

Cateaorv 

8 Building  Standards 

Section  Reference 

Planning  Code 
Control 

Article  8 

814.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Map  1 of  the  Zoning 
Map;  40  feet  or  O.S. 

814.02 

Bulk  Limit  Designation 

See  Zoning  Map, 
§ 270 

As  shown  on  Sectional 
Map  1 of  the  Zoning 
Map 

Article 

Zoning 

Cateaorv 

8 Use  Standards 

Section  Reference 

Planning  Code 
Control 

Article  8 

814.03 

Residential  Density 
Limit 

§ 124,  207.5, 
208 

1 :600  for  dwel ling 
units;  1 bedroom  for 
each  210  sq.  ft.  of 
lot  area  for  group 
housing. 

814.04 

Non-Residential  Density 
Limit  (Floor  Area  Ratio) 

§ 102.9,  123,  124 
127 

General ly  1.8  to  1 
FAR 

814.05 

Usable  Open  Space  for 
Dwel 1 i ng  Units  and 
Group  Housing 

§ 135 

80  sq.  ft.  per  unit, 

If  private,  106  sq.  ft. 
If  common 

814.06 

Usable  Open  Space  for 
Live/Work  Units  In 
Newly  Constructed 
Buildings  or  Additions 

§ 135.2 

36  sq.ft,  per  unit 

814.07 

Usable  Open  Space  for 
Other  Uses 

§ 135.3 

Varies  by  use 

814.09 

Outdoor  Activity  Area 

§ 890.70 

P 

814.10 

Walk-up  Facility,  Except 
Automated  Bank  Teller 
Machine 

§ 890.140 

P 

814.11 

Automated  Bank  Teller 

§ 803.5(d) 

NP 

Machine 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE 


Article 

Zoning 

Category 

8 Use  Standards 

Section  Reference 

Planning  Code 
Control 

Article  8 

814.12 

Residential  Conversion 

§ 803.5(b) 

C 

814.13 

* 

Residential  Demolition 

§ 803.5(b) 

C 

Article 

Zoning 

Category 

8 Use  Category 

Section  Reference 

Planning  Code 
Control 

Article  8 

Residential  Use 

814.14 

Dwel 1 1 ng  Units 

§ 102.7 

P 

814.15 

Group  Housing 

§ 890.88(b) 

C 

Institutions 

814.17 

Hospital , Medical 
Centers 

§ 890.44 

NP 

814.18 

Residential  Care 

§ 890.50(e) 

C 

814.19 

Educational  Services 

§ 890.50(c) 

NP 

814.20 

Religious  Facility 

§ 890.50(d) 

C 

814.21 

Assembly  and  Social 
Service,  Except  Open 
Recreation  and  Horti- 
culture 

§ 890.50(a) 

C 

814.22 

Child  Care 

§ 890.50(b) 

P 

Vehicle  Parking 

814.25 

Automobile  Parking  Lot, 
Community  Residential 

§ 890.7 

P 

814.26 

Automobile  Parking 
Garage,  Community 
Residential 

§ 890.8 

C 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


Home  and  Business  Service 


814.40 

Pool  Hall,  Card  Club, 
Not  Falling  Within 
Category  814.21 

§ 

221(f) 

NP 

814.41 

Theater,  Falling  Within 

§ 

221(d),  890.64 

NP 

§ 221(d),  Except  Movie 
Theater 

814.42 

Trade  Shop 

§ 

890.124 

P 

814.43 

Catering  Services 

§ 

890.25 

P 

814.45 

Business  Goods  and 

§ 

890.23 

P 

Equipment  Repair  Service 

814.46 

Arts  Activities,  Other 

§ 

102.2 

P 

Than  Theaters 

814.47 

Business  Services 

§ 

890.111 

P 

Office 

814.48 

Professional  Service 

§ 

890.108 

P 

814.49 

Office  Uses  as  Defined 

§ 

101.1(b)(5), 

P 

In  §3 1 3 ( a ) , Not  Specifi- 
cally Listed  Elsewhere 

31 3(a> ( 1 9) 

814.50 

Office  Uses  In  Desig- 

§ 

101.1(b)(5), 

P 

nated  Landmark  Buildings 

803.5(c) 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

814.27 

Automobile  Parking  Lot, 
Community  Commercial 

§ 890.9 

P 

814.28 

Automobile  Parking 
Garage,  Community 
Commercial 

§ 890.10 

C 

814.29  * 

Automobile  Parking  Lot, 
Public 

§ 890.11 

P 

814.30 

Automobile  Parking 
Garage,  Public 

§ 890.12 

C 

Retail  Sales  and  Services 

814.31 

Sales  and  Services, 
Other  Than  Office 
Uses,  Except  as 
More  Specifically 
Provided  Below  and 
In  § 803.4 

§ 890.104 

P 

814.32 

Bar 

§ 890.22,  803.5(a) 

P 

814.33 

Restaurant,  Full-Service 

§ 890.92,  803.5(a) 

P 

814.35 

Take  Out  Food  Service 

§ 890.122,  803.5(a) 

P 

814.36 

Personal  Services 

§ 890.116 

P 

Assembly.  Recreation.  Arts  and  Entertainment 

814.37 

Nighttime  Entertainment 

§ 102.17 

NP 

814.38 

Meeting  Hall,  Not  Falling  § 221(c) 
Within  Category  814.21 

C 

814.39 

Recreation  Building,  Not 
Falling  Within  Category 
814.21 

§ 221(e) 

C 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


814.51  Live/Work  Units  Falling  § 102.2,  102.13,  P 

Within  Terms  of  209.9(f),  (g), 

§§209. 9(f)  or  209.9(g)  233 

814.52  Live/Work  Units  Where  All  § 102.13,  233  P 

Non-Resldentlal  Activity 
Is  Otherwise  Permitted  In 
this  District,  or  Is 
Otherwise  Conditional  and 
Is  approved  as  a Condi- 
tional Use 


814.53  Live/Work  Units  Not  § 102.13,  233  P 

Included  Above 

Automotive  Services 

814.54  Vehicle  Storage— Open  § 890.131  NP 

Lot 

814.55  Vehicle  Storage— Enclosed  § 890.132  NP 

Lot  or  Structure 

814.56  Automotive  Service  § 890.18,  890.20  NP 

Station,  Automotive  Wash 

814.57  Automotive  Repair  § 890.15  NP 

814.58  Automobile  Tow  Service  § 890.19  NP 

814.59  Non-Auto  Vehicle  Sales  § 890.69  P 

or  Rental 

814.60  Public  Transportation  § 890.80  NP 

Facilities 
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Section  814 


Table  814:  SPD  - SOUTH  PARK  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


814.61 

814.62 

814.63 

814.64 


814.65 


814.66 

814.67 

814.68 

814.69 

814.70 

814.71 

814.72 


Industrial 


Wholesale  Sales 
Light  Manufacturing 
Heavy  Industrial 


§ 890.54(b) 
§ 890.54(a) 
§ 890.55 


Wholesaling,  Storage,  § 225 
D1 s tl but  1 on  and  Open 
Air  Handling  and  Storage 
of  Materials  and/or 
Equipment,  Not  Falling 
Within  Categories 
814.61,  814.62,  814.63, 

814.65  or  814.67 


Storage 


§ 890.54(c) 


Other  Uses 
Animal  Hospital 
Open  Air  Sales 

Ambulance  Service 

Open  Recreation  and 
Horticulture 


§ 890.6(b) 

§ 803.5(e), 
§ 890.38 

§ 890.2 

§ 209.5 


Public  Use,  Except  § 890.80 

Public  Transportation 
Facility 


Planned  Unit  Development  § 304 

Commercial  Wireless  § 227(h) 

Transmitting,  Receiving 
or  Relay  Facility 


P 

P 

NP 

NP 


P 


NP 

P 

NP 

P 

C 


NP 


C 
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Section  815 


SEC.  815  RSD-RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT.  The 
Residential /Service  Mixed  Use  District  (RSD)  serves  as  a buffer  between  the 
higher  density,  predominantly  commercial  area  of  Yerba  Buena  Center  to  the 
east  and  the  low  scale,  predominantly  service/industrial  area  west  of  Sixth 
Street.  The  RSD  serves  as  a major  housing  opportunity  area  within  the  South 
of  Market  Mixed  Use  District.  The  district  controls  are  Intended  to 
facilitate  the  development  of  high  density,  mid-rise  housing,  Including 
residential  hotels  and  live/work  units,  while  also  encouraging  the  expansion 
of  retail,  business  service  and  commercial  and  cultural  arts  activities. 

Residential  hotels  are  subject  to  flexible  standards  for  parking,  rear 
yard/open  space  and  density.  Continuous  ground  floor  commercial  frontage  with 
pedestrian-oriented  retail  activities  along  major  thoroughfares  Is  encouraged. 

Office,  hotels,  nighttime  entertainment,  adult  entertainment,  movie 
theaters  and  heavy  Industrial  uses  are  not  permitted. 
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Section  815 


Table  815:  RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE 


Article  8 

Zoning 

Category 

Zoning  Control 
Category  for 
Building  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

815.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Map  1 of  the  Zoning 
Map,  generally  ranges 
from  40  to  85  feet 

815.02  * 

Bulk  Limit  Designation 

See  Zoning  Map, 
§ 270 

As  shown  on  Sectional 
Map  1 of  the  Zoning 
Map 

Article  8 

Zoning 

Category 

Zoning  Control 
Category  for 
Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

815.03 

Residential  Density 
Limit 

§ 124(b),  207.5, 
208 

1 :200  for  dwellings 
In  projects  below  40 
ft. , above  40  ft. 
density  to  be 
determined  as  part 
of  Conditional  Use 
process;  1-bedroom  for 
each  70  sq.ft. _of  lot 
area  for  group  housing 

815.04 

Non-Resldentlal  Density 
Limit  (Floor  Area 
Ratio) 

§ 102.9,  123, 
124,  127 

General ly  1.8  to  1 
FAR 

815.05 

Usable  Open  Space  for 
Dwel ling  Units  and 
Group  Housing 

§ 135 

36  sq.ft,  per  unit 
If  private,  48  sq.  ft. 
If  common 

815.06 

Usable  Open  Space  for 
Llve/Mork  Units  In 
Newly  Constructed 
Buildings  or  Additions 

§ 135.2 

36  sq.  ft.  per  unit 

815.07 

Usable  Open  Space  for 
Other  Uses 

§ 135.3 

Varies  by  use 

815.09 

Outdoor  Activity  Area 

§ 890.70 

P 
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Section  815 


Table  815:  RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Category 

Zoning  Control 
Category  for 
Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

815.10 

Walk-up  Facility,  Except 
Automated  Bank  Teller 
Machine 

§ 890.140 

P 

815.11  * 

Automated  Bank  Teller 
Machine 

§ 803.5(d) 

P 

815.12 

Residential  Conversion 

§ 803.5(b) 

C 

815.13 

Residential  Demolition 

§ 803.5(b) 

C 

Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Residential  Use 

815.14 

Dwel ling  Units 

§ 102.7 

P 

815.15 

Group  Housing 

§ 890.88(b) 

C 

Institutions 

815.17 

Hospital , Medical 
Centers 

§ 890.44 

NP 

815.18 

Residential  Care 

§ 890.50(e) 

C 

815.19 

Educational  Services 

§ 890.50(c) 

P 

815.20 

Religious  Facility 

§ 890.50(d) 

C 

815.21 

Assembly  and  Social 
Service,  Except  Open 
Recreation  and  Horticul- 
ture . 

§ 890.50(a) 

C 

815.22 

Child  Care 

§ 890.50(b) 

P 
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Section  815 


Table  815:  RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Vehicle  Parklna 

815.25 

Automobile  Parking 
Lot,  Community 
Residential 

§ 890.7 

P 

815.26 

Automobile  Parking 
Garage,  Community 
Residential 

§ 890.8 

C 

815.27 

Automobl le  Parking 
Lot,  Community 
Commercial 

§ 890.9 

P 

815.28 

Automobile  Parking 
Garage,  Community 
Commercial 

§ 890.10 

C 

815.29 

Automobile  Parking 
Lot,  Public 

§ 890.11 

P 

815.30 

Automobile  Parking 
Garage,  Public 

§ 890.12 

c 

Retail  Sales  and  Services 

815.31 

Sales  and  Services, 
Other  Than  Office 
Uses,  Except  as 
More  Specifically 
Provided  Below  and 
In  Section  803.4 

§ 890.104 

p 

815.32 

Bar 

§ 890.22,  803.5(a) 

p 

815.33 

Restaurant,  Full-Service 

§ 890.92,  803.5(a) 

p 

815.35 

Take  Out  Food  Service 

§ 890.122,  803.5(a) 

p 

815.36 

Personal  Services 

§ 890.116 

p 
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Section  815 


Article  8 

Zoning 

Category 

815.37 

815.38 

815.39 

815.40 

815.41 


815.42 

815.43 

815.45 

815.46 

815.47 


815.48 

815.49 


Table  815:  RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Use  Category  Planning  Code  Article  8 

Section  Reference  Control 


Assembly.  Recreation.  Arts  and  Entertainment 


Nighttime  Entertainment  § 102.17,  181(f)  NP 

Meeting  Hall,  Not  § 221(c)  C 

Falling  within  Category 
815.21 

Recreation  Building,  § 221(e)  C 

Not  Fal 1 1 ng  Within 
Category  815.21 

Pool  Hall,  Card  Club,  § 221(f)  P 

Not  Falling  Within 
Category  815.21 

Theater,  Falling  § 221(d),  890.64  P 

Within  § 221(d), 

Except  Movie  Theater 


Home  and  Business  Service 

Trade  Shop  § 890.124  P 

Catering  Services  § 890.25  P 

Business  Goods  and  § 890.23  P 

Equipment  Repair  Service 

Arts  Activities,  Other  § 102.2  P 

Than  Theaters 

Business  Services  § 890.111  P 

Office 

Professional  Service  § 890.108  NP 

Office  Uses  as  Defined  § 101.1(b)(5),  NP 

In  §31 3(a) , Not  Sped-  31 3(a) ( 19) 
flcally  Listed  Elsewhere 
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Section  815 


Table  815: 


RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 
ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

815.50 

Office  Uses  In  Desig- 
nated Landmark 
Buildings 

§ 101.1(b)(5), 
803.5(c) 

C 

L1ve/HorK..U.n.1-t.s 

815.51 

Live/Work  Units  Fal ling 
Within  Terms  of 
§§  209.9(f)  or  209.9(g) 

§ 102.2,  102.13, 
209.9(f),  (g). 

NA 

233 

815.52 

Live/Work  Units  Where 
All  Non-Resldentlal 
Activity  Is  Otherwise 
Permitted  In  this 
District,  or  Is 
Otherwise  Conditional 
and  Is  Approved  as  a 
Conditional  Use. 

§ 102.13,  233 

P 

815.53 

Live/Work  Units,  Not 
Included  Above 

§ 102.13,  233, 
803.5(c) 

NP,  except  C pursuant 
to  § 803.5(c) 

Automotive  Services 

815.54 

Vehicle  Storage— Open 
Lot 

§ 890.131 

NP 

815.55 

Vehicle  Storage- 
Enclosed  Lot  or 
Structure 

§ 890.132 

P 

815.56 

Automotive  Service 
Station,  Automotive  Wash 

§ 890.18,  890.20 

P 

815.57 

Automotive  Repair 

§ 890.15 

P 

815.58 

Automobile  Tow  Service 

§ 890.19 

C 

815.59 

Non-Auto  Vehicles  Sales 
or  Rental 

§ 890.69 

P 

815.60 

Public  Transportation 

§ 890.80 

C 

Facilities 
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Section  815 


Table  815:  RSD  - RESIDENTIAL/SERVICE  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Industrial 

815.61 

Wholesale  Sales 

§ 890.54(b) 

P 

815.62 

Light  Manufacturing 

§ 890.54(a) 

P 

815.63 

Heavy  Industrial 

§ 890.55 

NP 

815.64 

Wholesaling,  Storage, 

D1 strlbutlon  and  Open 
Air  Handling  and  Sto- 
rage of  Materials  and/ 
or  Equipment,  Not 
Fal 1 Ing  Within  Catego- 
ries 815.61,  815.62, 
815.63,  815.65  or  815.67 

§ 225 

P 

815.65 

Storage 

§ 890.54(c) 

P 

Other  Uses 

815.66 

Animal  Hospital 

§ 890.6 

NP 

815.67 

Open  Air  Sales 

§ 803.5(e),  890.38 

P 

815.68 

Ambulance  Service 

§ 890.2 

NP 

815.69 

Open  Recreation  and 
Horticulture 

§ 209.5 

P 

815.70 

Public  Use,  Except  Public  § 890.80 
Transportation  Facility 

C 

815.71 

Planned  Unit  Development 

§ 304 

C 

815.72 

Commercial  Wireless 

§ 227(h) 

C 

Transmitting,  Receiving 
or  Relay  Facility 
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Section  816 


SEC.  816.  SLR  - Service/Light  Industrial /Residential  Mixed  Use  District. 
The  Service/Light  Industrial /Residential  (SLR)  Mixed  Use  District  Is  designed 
to  maintain  and  facilitate  the  growth  and  expansion  of  small  scale  light 
Industrial,  home  and  business  service,  wholesale  distribution,  arts  production 
and  performance/exhibition  activities,  live/work  use,  general  commercial  and 
neighborhood-serving  retail  and  personal  service  activities  while  protecting 
existing  housing  and  encouraging  the  development  of  housing  and  llve/work 
space  at  a scale  and  density  compatible  with  the  existing  neighborhood. 

Housing  and  live/work  units  are  encouraged  over  ground  floor 
commercial /servlce/1 Ight  Industrial  activity.  New  residential  or  mixed  use 
developments  are  encouraged  to  provide  as  much  mixed-income  rental  housing  as 
possible.  Existing  group  housing  and  dwelling  units  would  be  protected  from 
demolition  or  conversion  to  non-resldentlal  use  by  requiring  conditional  use 
review.* 

Office,  hotels,  nighttime  entertainment,  movie  theaters,  adult 
entertainment  and  heavy  Industrial  uses  are  not  permitted. 
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Section  816 


TABLE  816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE 


Article  8 

Zoning 

Category 

Building  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

816.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map;  general ly 
ranges  from  40  to  66 
feet 

816.02 

Bulk  Limit  Designation 

See  Zoning  Map, 
§ 270 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map 

Article  8 

Zoning 

Category 

Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

816.03 

Residential  Density 
Limit 

§ 124,  207.5, 
208, 

1:200  for  dwelling 
units;  1 bedroom  for 
each  70  sq.  ft.  of 
lot  area  for  group 
housing 

816.04 

Non-Residentlal  Density 
Limit  (Floor  Area  Ratio) 

§ 102.9,  123,  124, 
127 

General ly  2.5  to  1 
FAR 

816.05 

Usable  Open  Space  for 
Dwelling  Uni ts  and 
Group  Housing 

§ 135 

60  sq.  ft.  per  unit, 
if  private,  80  sq. 
ft.  if  common 

816.06 

Usable  Open  Space  for 
Live/Work  Units  In  Newly 
Constructed  Buildings  or 
Additions 

§ 135.2 

36  sq.  ft.  per  unit 

816.07 

Usable  Open  Space  for 
Other  Uses 

§ 135.3 

Varies  by  use 

816.09 

Outdoor  Activity  Area 

§ 890.70 

P 

816.10 

Walk-up  Facility,  Except 
Automated  Bank  Teller 
Machine 

§ 890.140 

P 
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Section  816 


Table  816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

816.11 

Automated  Bank  Teller 
Machine 

§ 803.5(d) 

P 

816.12 

Residential  Conversion 

§ 803.5(b) 

C 

816.13 

Residential  Demolition 

§ 803.5(b) 

C 

Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Residential  Use 

816.14 

Dwell Ing  Units 

§ 102.7 

P 

816.15 

Group  Housing 

§ 890.88(b) 

C 

Institution? 

816.17 

Hospital , Medical 
Centers 

§ 890.44 

NP 

816.18 

Residential  Care 

§ 890.50(e) 

C 

816.19 

Educational  Services 

§ 890.50(c) 

P 

816.20 

Religious  Facility 

§ 890.50(d) 

P 

816.21 

Assembly  and  Social 
Service,  Except  Open 
Recreation  and  Horti- 
culture 

§ 890.50(a) 

c 

816.22 

Child  Care 

§ 890.50(b) 

p 
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Section  816 


Table  816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Category 

Use  Category 

Planning  Code 
Section  Reference 

Article 

Control 

Vehicle  Parking 

816.25 

Automobile  Parking 
Lot,  Community  Resi- 
dential 

§ 890.7 

P 

816.26 

Automobile  Parking 
Garage,  Community 
Residential 

§ 890.8 

P 

816.27 

Automobile  Parking  Lot, 
Community  Commercial 

§ 890.9 

P 

816.28 

Automobile  Parking 
Garage,  Community 
Commercial 

§ 890.10 

P 

816.29 

Automobile  Parking 
Lot,  Public 

§ 890.11 

P 

816.30 

Automobile  Parking 
Garage,  Public 

§ 890.12 

C 

Retail-Sales  and  Services 

816.31 

Sales  and  Services, 
Other  Than  Office 
Uses , Except  as  More 
Specifically  Provided 
Below  and  In  § 803.4 

§ 890.104 

P 

816.32 

Bar 

§ 890.22,  803.5(a) 

P 

816.33 

Restaurant,  Full  Service 

§ 890.92,  803.5(a) 

P 

816.35 

Take  Out  Food  Service 

§ 890.122,  803.5(a) 

P 

816.36 

Personal  Services 

§ 890.116 

P 
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Section  816 


Table  816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 

Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 

Assembly.  Recreation.  Arts  and  Entertainment 

816.37  Nighttime  Entertainment  §102.17,  181(f)  NP 

816.38  Meeting  Hall,  Not  Falling  § 221(c)  C 

Within  Category  816.21 

816.39  Recreation  Building, 

Not  Falling  Within 
Category  816.21 

816.40  Pool  Hall , Card  Club, 

Not  Falling  Within 
Category  816.21 

816.41  Theater,  Falling  Within 

§ 221(d),  Except  Movie 
Theater 

Home  and  Business  Service 


816.42  Trade  Shop  § 890.124  P 

816.43  Catering  Services  § 890.25  P 

816.45  Business  Goods  and  § 890.23  P 

Equipment  Repair  Service 

816.46  Arts  Activities,  Other  § 102.2  P 

Than  Theaters 

816.47  Business  Services  § 890.111  P 

Office 

816.48  Professional  Service  § 890.108  NP 

816.49  Office  Uses  as  Defined  § 101.1(b)(5),  NP 

In  § 313(a),  Not  Sped-  313(a)(19) 

flcally  Listed  Elsewhere 

816.50  Office  Uses  In  Designated  § 101.1(b)(5),  C 

Landmark  Buildings  803.5(c) 


§ 221(e)  C 
§ 221(f)  P 
§ 221(d),  890.64  P 


City  Planning  Commission 


184 


Section  816 


Table 

Article  i 

Zoning 

Category 

816.51 

816.52 

816.53 

816.54 

816.55 

816.56 

816.57 

816.58 

816.59 

816.60 


816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 

B Use  Category  Planning  Code  Article  8 

Section  Reference  Control 


Llve/Hork  Units 


Live/Work  Units  Falling  § 102.2,  102.13,  P 

Within  Terms  of  209.9(f),  (g), 

§§209. 9(f)  or  209.9(g)  233 


Live/Work  Units  Where  § 102.13,  233  P 

All  Non-Resldentlal 
Activity  Is  Otherwise 
Permitted  In  this  Dis- 
trict, or  Is  Otherwise 
Conditional  and  Is 
Approved  as  a Condi- 
tional Use 

Live/Work  Units,  Not  § 102.13,  233,  NP,  except  C 
Included  Above  803.5(c)  pursuant  to 

§ 803.5(c) 


Automotive  Services 

Vehicle  Storage— Open 
Lot 

Vehicle  Storage — 
Enclosed  Lot  or 
Structure 

Automotive  Service 
Station,  Automotive 
Wash 

Automotive  Repair 

Automobile  Tow  Service 

Non-Auto  Vehicle  Sales 
or  Rental 

Public  Transportation 
Facilities 


§ 890.131  NP 

§ 890.132  P 

§ 890.18,  890.20  P 

§ 890.15  P 

§ 890.19  C 

§ 890.69  P 

§ 890.80  P 
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Table  816:  SLR  - SERVICE/LIGHT  INDUSTRIAL/RESIDENTIAL  MIXED  USE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 

Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


816.61 

Wholesale  Sales 

§ 890.54(b) 

P 

816.62 

Light  Manufacturing 

§ 890.54(a) 

P 

816.63  * 

Heavy  Industrial 

§ 890.55 

NP 

816.64 

Wholesaling,  Storage, 
Distribution  and  Open 
Air  Handling  and  Sto- 
rage of  Materials  and/ 
or  Equipment,  Not 
Falling  Within  Cate- 
gories 816.61,  816.62, 
816.63,  816.65  or  816.67 

§ 225 

P 

816.65 

Storage 

§ 890.54(c) 

P 

Other  Uses 

816.66 

Animal  Hospital 

§ 890.6 

NP 

816.67 

Open  Air  Sales 

§ 803.5(e), 
890.38 

P 

816.68 

Ambulance  Service 

§ 890.2 

NP 

816.69 

Open  Recreation  and 
Horticulture 

§ 209.5 

P 

816.70 

Public  Use,  Except  Public 
Transportation  Facility 

§ 890.80 

C 

816.71 

Planned  Unit  Develop- 
ment 

§ 304 

C 

816.72 

Commercial  Wireless 

§ 227(h) 

c 

Transmitting,  Receiving 
or  Relay  Facility 
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Section  817 


SEC.  817  SLI  - Service/Light  Industrial  District.  The  Service/Light 
Industrial  District  (SLI)  District  is  designed  to  protect  and  facilitate  the 
expansion  of  existing  general  commercial,  manufacturing,  home  and  business 
service,  live/work  use,  arts  uses  and  other  light  Industrial  activities. 
Existing  group  housing  and  dwelling  units  are  protected  from  demolition  or 
conversion  to  non-resldentlal  use  and  development  of  group  housing  and 
low-income  affordable  dwelling  units  are  permitted  as  a conditional  use. 
Nighttime  entertainment  Is  permitted  as  a conditional  use  subject  to  the 
provisions  of  Section  803.5(a).  Office,  hotels,  movie  theaters  and  adult 
entertainment  uses  are  not  permitted. 
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Section  817 


Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE 


Article  8 

Zoning 

Cateaorv 

Bui ldlna  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

817.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map;  generally 
ranges  from  30  to  66 
feet 

817.02 

Bulk  Limit  Designation 

See  Zoning  Map, 
§ 270 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map 

Article  8 
Zoning 
Category 

Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

817.03 

Residential  Density  § 208 

L 1 mi  t 

1:200  for  dwelling 
units;  1-bedroom 
for  each  70  sq.ft,  of 
lot  area  for  group 
housing 

817.04 

Non-Resldentlal  Density  § 102.9,  123, 
Limit  (Floor  Area  Ratio)  124,  127 

Generally  2.5  to  1 
FAR 

817.05 

Usable  Open  Space  for  § 135 

Dwell  1 ng  Units  and 
Group  Housing 

36  sq.ft,  per  unit 

817.06 

Usable  Open  Space  for  § 135.2 

Live/Work  Units  In  Newly 
Constructed  Buildings  or 
Additions 

36  sq.  ft.  per  unit 

817.07 

Usable  Open  Space  for  § 135.3 

Other  Uses 

Varies  by  use 

817.09 

Outdoor  Activity  Area  § 890.70 

P 

817.10 

Walk-up  Facility,  Except  § 890.140 
Automated  Bank  Teller  Machine 

P 
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Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE(Cont1 nued) 


Article  8 

Zoning 

Cateaorv 

Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

817.11 

Automated  Bank  Teller 
Machine 

§ 803.5(d) 

P 

817.12 

Residential  Conversion 

§ 803.5(b) 

C 

817.13 

Residential  Demolition 

§ 803.5(b) 

C 

Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Residential  Use 

817.14 

Dwel 1 1 ng  Units 

§ 102.7,  803.5(f) 

C,  If  low- Income 
pursuant  to 
§ 803.5(f); 
otherwise  NP 

817.15 

Group  Housing 

§ 890.88(b) 

C 

Institutions 

817.17 

Hospital , Medical 
Centers 

§ 890.44 

NP 

817.18 

Residential  Care 

§ 890.50(e) 

NP 

817.19 

Educational  Services 

§ 890.50(c) 

P 

817.20 

Religious  Facility 

§ 890.50(d) 

P 

817.21 

Assembly  and  Social 
Service,  Except  Open 
Recreation  and  Horti- 
culture 

§ 890.50(a) 

C 

817.22 

Child  Care 

§ 890.50(b) 

P 

Vehicle  Parking 

817.25 

Automobile  Parking 
Lot,  Community 
Residential 

§ 890.7 

P 

817.26 

Automobile  Parking 

§ 890.8 

P 

Garage,  Community 
Residential 
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Section  817 


Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


817.27  Automobile  Parking  § 890.9  P 

Lot,  Community 
Commercial 

817.28  Automobile  Parking  § 890.10  P 

Garage,  Community 
Commercial 

817.29  Automobile  Parking  Lot,  § 890.11  P 

Public 


817.30  Automobile  Parking  § 890.12 

Garage,  Public 


C 


R?ta1 1.  S?les.,anfl,  Scrying 

817.31  Sales  and  Services,  § 890.104  P 

Other  Than  Office 
Uses,  Except  as  More 
Specifically  Provided 
Below  and  In  § 803.4 

817.32  Bar  § 890.22,  803.5(a)  P 


817.33 

817.35 

817.36 


Restaurant,  Full  Service  § 
Take  Out  Food  Service  § 
Personal  Service  § 


890.92,  803.5(a)  P 
890.122,  803.5(a)  P 
890.116  P 


Assembly.  Recreation.  Arts  and  Entertainment 

817.37  Nighttime  Entertainment  § 102.17  C 

817.38  Meeting  Hall,  Not  Falling  § 221(c)  C 

Within  Category  817.21 

817.39  Recreation  Building,  Not  § 221(e)  C 

Falling  Within  Category 
817.21 
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Section  817 


Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 

817.40  Pool  Hall,  Card  Club,  Not  § 221(f)  P 

Falling  Within  Category 
817.21 

817.41  Theater,  Falling  Within  § 221(d),  890.64  P 


§ 221(d),  Except  Movie 
Theater 

Home  and  Business  Service 

817.42  Trade  Shop  § 890.124  P 

817.43  Catering  Services  § 890.25  P 

817.45  Business  Goods  and  § 890.23  P 

Equipment  Repair  Service 

817.46  Arts  Activities,  Other  § 102.2  P 

Than  Theaters 

817.47  Business  Services  § 890.111  P 

Office 

817.48  Professional  Service  § 890.108  NP 

817.49  Office  Uses  as  Defined  In  § 101.1(b)(5),  NP 

§ 313(a),  Not  Specif 1-  31 3(a) ( 19) 

cal ly  Listed  Elsewhere 

817.50  Office  Uses  In  Designated  § 101.1(b)(5),  C 

Landmark  Buildings  803.5(c) 
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Section  817 


Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


Llve/Hork  Units 


817.51 

Llve/Hork  Units  Falling 
Within  the  Terms  of 
§§209. 9(f)  or  209.9(g) 

§ 102.2,  102.13, 
209.9(f),  (g) 
233 

P 

817.52* 

Live/Work  Units  Where  All  § 102.13,  233 
Non-Resldentlal  Activity 
Is  Otherwise  Permitted 
In  this  District,  or  Is 
Otherwise  Conditional 
and  Is  Approved  as  a 
Conditional  Use. 

P 

817.53 

Live/Work  Units,  Not 
Included  Above 

§ 102.13,  233, 
803.5(c) 

NP,  except  C 
pursuant  to 
§ 803.5(c) 

817.54 

Vehicle  Storage — Open 
Lot 

§ 890.131 

P 

817.55 

Vehicle  Storage — 
Enclosed  Lot  or 
Structure 

§ 890.132 

P 

817.56 

Automotive  Service 
Station,  Automotive 
Wash 

§ 890.18,  890.20 

P 

817.57 

Automotive  Repair 

§ 890.15 

P 

817.58 

Automobile  Tow  Service 

§ 890.19 

C 

817.59 

Non-Auto  Vehicle  Sale  or 
Rental 

§ 890.69 

P 

817.60 

Public  Transportation 

§ 890.80 

P 

Facilities 
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Section  817 


Table  817:  SLI  - SERVICE/LIGHT  INDUSTRIAL  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Industrial 

817.61 

Wholesale  Sales 

§ 890.54(b) 

P 

817.62 

Light  Manufacturing 

§ 890.54(a) 

P 

817.63 

Heavy  Industrial 

§ 890.55 

P 

817.64 

Wholesaling,  Storage, 
Distribution  and  Open 
Air  Handling  and 
Storage  of  Materials 
and/or  Equipment,  Not 
Fal 1 1 ng  Within  Catego- 
ries 817.61,  817.62, 
817.63,  817.65  or  817.67 

§ 225 

P 

817.65 

Storage 

§ 890.54(c) 

P 

Other  Uses 

817.66 

Animal  Hospital 

§ 890.6 

P 

817.67 

Open  Air  Sales 

§ 803.5(e), 
890.38 

P 

817.68 

Ambulance  Service 

§ 890.2 

P 

817.69 

Open  Recreation  and 
Horticulture 

§ 209.5 

P 

817.70 

Public  Use,  Except 
Public  Transportation 
Facility 

§ 890.80 

P 

817.71 

Planned  Unit  Develop- 
ment 

§ 304 

C 

817.72 

Commercial  Wireless 

§ 227(h) 

C 

Transmitting  , Receiving 
or  Relay  Facility 
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Section  818 


SEC.  818.  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT.  The  Service/ 
Secondary  Office  District  (SSO)  Is  designed  to  accommodate  small  scale  light 
Industrial,  home  and  business  services,  arts  activities,  live/work  units,  and 
small  scale,  low-cost  professional  office  space  and  low-cost, 
large-floor-plate  "back  office"  space  for  sales  and  clerical  workforces. 
Dwelling  units  and  group  housing  are  permitted  as  a conditional  use. 
Demolition  or  conversion  of  existing  group  housing  or  dwelling  units  would 
require  conditional  use  authorization. 

Office,  general  commercial,  most  retail,  service  and  light  Industrial 
activities  are  principal  permitted  uses.  Hotels,  movie  theaters,  adult 
entertainment  and  heavy  Industrial  uses  are  not  permitted. 
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Section  818 


Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE 


Article  8 

Zoning 

Category 

Building  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

818.01 

Height  Limit  Designation 

See  Zoning  Map 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map;  general ly 
ranging  from  40  to  130 
feet 

818.02 

Bulk  Limit  Designation 

See  Zoning  Map, 
§ 270 

As  shown  on  Sectional 
Maps  1 and  7 of  the 
Zoning  Map 

Article  8 

Use  Standards 

Planning  Code 

Article  8 

Zoning 

Category 

Section  Reference 

Control 

818.03 

Residential  Density 

§ 124(b),  207.5, 
208 

1 :200  for  dwellings ; 

1 bedroom  for  each 
70  sq.ft,  of  lot  area 
for  group  housing 

818.04 

Non-Resldentlal  Density 
Limit  (Floor  Area  Ratio) 

§ 102.9,  123, 
124,  127 

Generally 

3.0  to  1 FAR  within  40 
or  50  foot  height 
district,  and 

4.0  to  1 FAR  In 
66,  80  or  130  foot 
height  district 

818.05 

Usable  Open  Space  for 
Dwelling  Units  and 
Group  Housing 

§ 135 

36  sq.ft,  per  unit 

818.06 

Usable  Open  Space  for 
Live/Work  Units  in 
Newly  Constructed 
Buildings  or  Additions 

§ 135.2 

36  sq.  ft.  per  unit 

818.07 

Usable  Open  Space  for 
Other  Uses 

§135.3 

Varies  by  use 

818.09 

Outdoor  Activity  Area 

§ 890.70 

P 
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Section  818 


Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE(Cont1 nued) 


Article  8 

Zoning 

Cateaorv 

Use  Standards 

Planning  Code 
Section  Reference 

Article  8 
Control 

818.10 

Walk-up  Facility,  Except 
Automated  Bank  Teller 
Machine 

§ 890.140 

P 

818.11 

Automated  Bank  Teller 
Machine 

§ 803.5(d) 

P 

818.12 

Residential  Conversion 

§ 803.5(b) 

C 

818.13 

Residential  Demolition 

§ 803.5(b) 

C 

Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Residential  Use 

818.14 

Dwell  1 ng  Units 

§ 102.7 

C 

818.15 

Group  Housing 

§ 890.88(b) 

C 

Institutions 

818.17 

Hospital , Medical 
Centers 

§ 890.44 

P 

818.18 

Residential  Care 

§ 890.50(c) 

NP 

818.19 

Educational  Services 

§ 890.50(c) 

P 

818.20 

Religious  Facility 

§ 890.50(d) 

P 

818.21 

Assembly  and  Social 
Service,  Except  Open 
Recreation  and  Horti- 
culture 

§ 890.50(a) 

C 

818.22 

Chi  Id  Care 

§ 890.50(b) 

P 
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Section  818 


pi 


Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLECContl nued) 


Article  8 

Zoning 

Cateaorv 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Vehicle  Parking 

818.25 

Automobile  Parking  Lot, 
Community  Residential 

§ 890.7 

P 

818.26 

Automobile  Parking 
Garage,  Community 
Residential 

§ 890.8 

P 

818.27 

Automobile  Parking 
Lot,  Community 
Commercial 

§ 890.9 

P 

818.28 

Automobile  Parking 
Garage,  Community 
Commercial 

§ 890.10 

P 

818.29 

Automobile  Parking 
Lot,  Public 

§ 890.11 

P 

318.30 

Automobile  Parking 
Garage,  Public 

§ 890.12 

C 

Retail  Sales  and  Services 

818.31 

Sales  and  Services, 
Other  Than  Office 
Uses,  Except  as 
More  Specifically 
Provided  Below  and 
In  § 803.4 

§ 890.104 

P 

818.32 

Bar 

§ 890.22,  803.5(a) 

P 

818.33 

Restaurant,  Full-Service 

§ 890.92,  803.5(a) 

P 

818.35 

Take  Out  Food  Service 

§ 890.122,  803.5(a) 

P 

818.36 

Personal  Service 

§ 890.116 

P 
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Section  818 


Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE(Cont1 nued) 


Article  8 

Zoning 

Category 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

Assembly.  Recreation.  Arts  and  Entertainment 

818.37 

Nighttime  Entertainment 

§ 102.17,  803.5(a) 

C 

818.38 

Meeting  Hal  1 , Not 
Falling  Within  Category 
818.21 

§ 221(c) 

P 

818. 39  ♦ 

Recreation  Building,  Not 
Falling  Within  Category 
818.21 

§ 221(e) 

P 

818.40 

Pool  Hall,  Card  Club,  Not  § 221(f) 
Falling  Within  Category 
818.21 

P 

818.41 

Theater,  Falling  Within 
§ 221(d) , Except  Movie 
Theater 

§ 221(d),  890.64 

P 

Home  and  Business  Service 

818.42 

Trade  Shop 

§ 890.124 

P 

818.43 

Catering  Services 

§ 890.25 

P 

818.45 

Business  Goods  and 
Equipment  Repair 
Service 

§ 890.23 

P 

818.46 

Arts  Activities,  Other 
Than  Theaters 

§ 102.2 

P 

818.47 

Business  Services 

§ 890.111 

P 
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Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 Use  Category  Planning  Code  Article  8 

Zoning  Section  Reference  Control 

Category 


Office 


818.48  Professional  Service  § 890.108 


818.49  Office  Uses  as  Defined  § 101.1(b)(5), 
* in  § 313(a),  Not  Sped-  31 3(a) ( 19) 
flcally  Listed  Elsewhere 


818.50  Office  Uses  In  Designated  § 101.1(b)(5), 
Landmark  Buildings  and  803.5(c) 
Contributory  Buildings 
In  Designated  Historic 
Districts 


818.51 

818.52 


818.53 


Live/Work  Units 


Live/Work  Units  Falling 
Within  the  Terms  of 
§§209. 9(f)  or  209.9(g) 


§ 102.2,  102.13, 
209.9(f),  (g) 
233 


Live/Work  Units  Where  All  § 102.13,  233 
Non-Resldentlal  Activity 
Is  Otherwise  Permitted 
In  this  District,  or  Is 
Otherwise  Conditional 
and  is  Approved  as  a 
Conditional  Use 


Live/Work  Units  Not  § 102.13,  233 

Included  Above 


Autorotive  Services 

818.54  Vehicle  Storage— Open  § 890.131 

Lot 

818.55  Vehicle  Storage—  § 890.132 

Enclosed  Lot  or  Structure 


P 

P 


P 


P 


P 


NA 


NP 


P 


Section  818 


Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Category 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

818.56 

Automotive  Service 
Station,  Automotive  Wash 

§ 890.18,  890.20 

P 

818.57 

Automotive  Repair 

§ 890.15 

P 

818.58 

Automobile  Tow  Service 

§ 890.19 

C 

818.59 

Non-Auto  Vehicle  Sale  or 
Rental 

§ 890.69 

P 

818.60 

Public  Transportation 
Facilities 

§ 890.80 

P 

Industrial 

818.61 

Wholesale  Sales 

§ 890.54(b) 

P 

818.62 

Light  Manufacturing 

§ 890.54(a) 

P 

818.63 

Heavy  Industrial 

§ 890.55 

P 

818.64 

Wholesaling,  Storage, 
Distribution  and 
Open  Air  Handling  and 
Storage  of  Material s 
and/or  Equipment  Not 

§ 225 

P 

Falling  Within  Categories 
§ 818.61,  818.62,  818.63, 

818.65  or  818.67 

818.65  Storage  § 890.54(c)  P 


Other  Uses 

818.66  Animal  Hospital 

818.67  Open  Air  Sales 

818.68  Ambulance  Service 

818.69  Open  Recreation  and 

Horticulture 


§ 890.6  P 
§ 803. 5(e), 890. 38  P 
§ 890.2  P 
§ 209.5  P 
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Table  818:  SSO  - SERVICE/SECONDARY  OFFICE  DISTRICT 

ZONING  CONTROL  TABLE  (Continued) 


Article  8 

Zoning 

Category 

Use  Category 

Planning  Code 
Section  Reference 

Article  8 
Control 

818.70 

Public  Use,  Except  Public  § 890.80 
Transportation  Facility 

P 

818.71 

Planned  Unit  Development 

§ 304 

C 

818.72 

Commercial  Wireless 
Transmitting,  Receiving 
or  Relay  Facility 

§ 227(h) 

C 
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SEC.  819.  Extended  Preservation  District.  The  Extended  Preservation 
District,  as  shown  on  Sectional  Map  3SU  of  the  Zoning  Map,  Incorporates  an 
area,  formerly  zoned  C-3-S,  In  which  provisions  of  Article  11  and  Section  128 
continue  to  be  In  effect. 

SEC.  820.  South  of  Market  Base  District.  The  South  of  Market  Base  District 
encompasses  all  of  the  Individual  South  of  Market  use  districts  governed  by 
Sections  813  through  818  of  this  Code.  The  South  of  Market  Base  District  Is 
shown  on  Sectional  Map  3SU  of  the  Zoning  Map. 


SEC.  890.  DEFINITIONS  FOR  MIXED  USE  DISTRICTS.  This  and  the  following 
Sections  provide  the  definitions  for  Mixed  Use  Districts.  In  case  of  conflict 
betweerf  the  following  definitions  and  those  set  forth  In  Sections  102  through 
102.2((5))8  and  In  Article  2.  the  following  definitions  shall  prevail  for  Mixed 
Use  Districts,  unless  the  only  definition  or  definitions  referred  to  for  a 
zoning  category  are  ones  In  Sections  102  through  102.28  or  In  Article  2. 


[Sections  890.2  through  890.6  are  unchanged.] 


SEC-  890-7.  AUTOMOBILE  PARKING  LQT,  COMMUNITY  RESIDENTIAL.  A US?  which 
provides  temporary  parking  accommodations  on  an  open  or  enclosed  lot  for 
private  automobiles,  trucks,  vans,  bicycles  and/or  motorcycles  for  residents 
and  visitors  of  residents  of.  the  vicinity,  ..without,  parking  Of  commercial 
vehic!es.,-_.recreationai  vehicles,  mobile  homes,  boats  or  j3.thgr_,vehicies  or 
long-term  storage  of  vehicles. 


SEC.  890.8.  AUTOMOBILE  PARKING  GARAGE.  COMMUNITY  RESIDENTIAL.  A use  which 
provides  temporary  parking  accommodations  In  a garage,  or  combination  garage 
and  J.ot  for  private  automobiles,  trucks,  vans,  bicycles  and/or  motorcycles  for,. 
residents  and  visitors  of  residents  In  the  vicinity,  without  parking  of 
commercial  vehicles,  recreational  vehicles,  mobile  homes,  boats  or  other 
vehicles  or  Iona  term  storage  of  vehicles. ((vehicles  whether  conducted  within  a 
garage  or  on  an  open  lot,  excluding  accessory  parking,  as  defined  In  Section 
204.5  of  this  Code,  and  community  residential  parking,  as  defined  In  Section 
890.10  of  this  Code.  Provisions  regulating  automobile  parking  are  set  forth  In 
Sections  155,  156,  158  and  other  provisions  of  Article  1.5  of  this  Code. 

Parking  of  commercial  vehicles  or  trucks  shall  be  limited  to  commercial 
passenger  vehicles  and  light  delivery  trucks  only  and  must  be  conducted  within 
a garage.)) 
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SEC.  890.9.  AUTOMOBILE  PARKING  LOT.  COMMUNITY  COMMERCIAL.  A use  which 
provides  temporary  parking  accommodations  on  an  open  or  enclosed  lot  for 
automobiles,  vans,  trucks,  bicycles  and/or  motorcycles  for  operators, 
employees,  clients  and/or  visitors  of  a permitted,  or  approved  conditional, 
non-resldentlal  use  In  the  vicinity,  without  parking  of  recreational  vehicles 
mobile  homes,  boats  or  other  vehicles  or  storage  of  vehicles,  goods  or 
equipment. 


SEC.  890.10.  AUTOMOBILE  PARKING  GARAGE.  COMMUNITY  COWERCIAL 
((RESIDENTIAL)).  A use  which  provides  temporary  parking  accommodations  In  a 
garage,  or  combination  oarage  and  lot,  for  automobiles,  vans,  trucks,  bicycles 
and/or  motorcycles  for  operators,  employees,  clients  and/or  visitors  of  a 
permitted,  or  approved  conditional,  non-resldentlal  use  In  the  vicinity, 
without  parking  of  recreational  vehicles,  mobile  homes,  boats  or  other  vehicles 
or  storage  of  vehicles,  goods  or  equipment. (( . Including  a garage  or  lot  for 
the  storage  of  private  passenger  automobiles  for  residents  of  the  vicinity  and 
meeting  the  requirements  of  Section  159  and  other  sections  In  Article  1.5  of 
this  Code,  and  excluding  accessory  parking,  as  defined  In  Section  204.5  of  this 
Code.)) 


SEC^MQ-lb  AUTOMOBILE  PARKING  LOT.  PUBLIC.  A use  which  provide? 
temporary  parking  accommodations  for  private  automobiles,  trucks,  vans, 
bicycles  or  motorcycles  on  an  open  or  enclosed  lot  open  to  the  public,  without 
parking  of  recreational  vehl cie.s . Mme.^ _fro.ats  or  other  yeJ]lcle.s»...Qr 
storage  of  vehicles,  goods  or  equipment. 


SEC.  890.12.  AUTOMOBILE  PARKING  GARAGE.  PUBLIC.  A use  which  provides 
temporary  parking  accommodations  fgr_^gtC>mQ.b-Lle.l, . .trucks , vans,  ,b.j.cyg.1.£.S-Q!^ 
motorcycles  in  a garage  open  to  the  public,  without  parking  of  recreational 
vehicles,  mobile  homes,  boats  or  other  vehicles,  or  storage  of  vehicles,  goods 


SEC.  890.1((2))3.  AUTOMOBILE  SALE  OR  RENTAL.  A retail  use  which  provides 
vehicle  sales  or  rentals  whether  conducted  within  a building  or  on  an  open  lot. 


[Sections  890.14  through  890.18  are  unchanged.] 
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AUTOMOTIVE  TOH  SERVICE.  A service  use  which  provides  vehicle 
tow ing  service.  Including  accessory  vehicle  storage,  when  all  tow  trucks  used 
and  vehicles  towed  bv  the  use  are  parked  or  stored  on  the  premises. 


SEC.  890.<(19>)20  AUTOMOTIVE  HASH.  A retail  automotive  service  use  which 
provides  cleaning  and  polishing  of  motor  vehicles,  Including  self-service 
operations,  when  such  cleaning  and  polishing  are  conducted  within  an  enclosed 
building  having  no  openings,  other  than  fixed  windows  or  exits  required  by  law 
located  within  50  feet  of  any  R District,  and  which  has  an  off-street  waiting 
and  storage  area  outside  the  building  which  accommodates  at  least  1/4  the 
hourly  capacity  In  vehicles  of  the  enclosed  operations. 


SEQ.  890. ((20) >21.  AHNING.  A light  roof-like  structure,  supported 
entirely  by  the  exterior  wall  of  a building;  consisting  of  a fixed  or  movable 
frame  covered  with  cloth,  plastic  or  metal;  extending  over  doors,  windows, 
and/or  show  windows;  with  the  purpose  of  providing  protection  from  sun  and  rain 
and/or  embellishment  of  the  facade;  as  further  regulated  In  Sections  4505  and 
5211  of  the  Building  Code. 

[Section  890.22  Is  unchanged.] 


SEC.  890.23.  BUSINESS  GOODS  AND  EQUIPMENT  SALES  AND  REPAIR  SERVICE.  A_ 
service  use  which  Involves  the  sale,  rental.  Installation,  servicing  and/or 

repair  of  business  goods  and  equipment  Including  the  following  Items: office 

machines  _a.nd  business  equipment;  calipers,  gauges  and  Qttieii.prMls.lflD-. 
instruments;  cameras  end  other,  optic*!  ..e.quipmen.ti-mecncai . scientific,  musical 
or  ,n&v i_93.ii onai  instruments;  fire  safety  end  security  ...sy.s.tems. .and  equipment; 

and  other  similar  business  machines  and  equipment. It  also  Includes  motor. 

machine,  engine  and  tool  repair:  welding  and  blacksmith  services:  furnace, 
boiler,  tank  and  chimney  maintenance  end  repair;  sign  manufacture  and  repair; 
mannequin  service:  and  other  similar  services. 


SEC.  890.2<(6)>4.  CANOPY.  A light  roof-like  structure,  supported  by  the 
exterior  wall  of  a building  and  on  columns  or  wholly  on  columns,  consisting  of 
a fixed  or  movable  frame  covered  with  approved  cloth,  plastic  or  metal, 
extending  over  entrance  doorways  only,  with  the  purpose  of  providing  protection 
from  sun  and  rain  and  embellishment  of  the  facade,  as  further  regulated  In 
Sections  4505,  4506,  4508,  and  5213  of  the  Building  Code. 


SEC,  890,25.  CATERING  SERVICES,  A service  use  which  Involves  the 
p rep aratlon  and  delivery  of  goods  Including  the  following  Items:  food. 
beverages;  balloons,  flowers,  party  decorations  and  favors:  or  clgarettes/candv 


[Sections  890.27  through  890.36  are  unchanged.] 
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SEC.  890.37.  ENTERTAINMENT,  OTHER.  In  the  Chinatown  Mixed  Use  Districts. 
<(A))a  retail  use,  other  than  adult  entertainment,  as  defined  in  Section  890.36 
of  this  Code,  which  provides  live  entertainment,  Including  dramatic  and  musical 
performances,  and/or  operates  as  a dance  hall  which  provides  amplified  taped 
music  for  dancing  on  the  premises,  including  but  not  limited  to  those  defined 
In  Section  1060  of  the  Police  Code.  Other  entertainment  also  Includes  a 
bowling  alley,  billiard  parlor,  shooting  gallery,  skating  rink  and  other 
commercial  recreational  activity,  but  It  excludes  amusement  game  arcades,  as 
defined  In  Section  890.4  of  this  Code  and  regulated  In  Section  1036  of  the 
Police  Code.  For  South  of  Market  Districts,  see  Section  102.17. 


SEC.  890.38.  OPEN  AIR  SALES.  A retail  use  Involving  open  air  sale  of  new 
and/or. used  merchandise,  except  vehicles,  but  Including  agricultural  products. 


SEC.  890.54.  LIGHT  MANUFACTURING,  WHOLESALE  SALES,  STORAGE.  A commercial  use, 
Including  light  manufacturing,  wholesale  sales,  and  storage,  as  defined  In 
subsections  (a),  (b)  and  (c)  below, 

(а)  Light  Manufacturing.  A non-retail  use  which  provides  for  the 
fabrication  or  production  of  goods,  by  hand  or  machinery,  for  distribution  to 
retailers  or  wholesalers  for  resale  off  the  premises,  primarily  Involving  the 
assembly,  packaging,  repairing,  or  processing  of  previously  prepared  materials, 
when  conducted  In  an  enclosed  building  having  no  openings  other  than  fixed 
windows  or  exits  required  by  law  located  within  50  feet  of  any  R district. 

Light  manufacturing  uses  Include  production  and  custom  activities  usually 
Involving  Individual  or  special  design,  or  handiwork,  such  as  the  following 
fabrication  or  production  activities  defined  by  the  Standard  Industrial 
Classification  Code  Manual  as  light  manufacturing  uses: 

(1)  Food  processing,  not  Including  mechanized  assembly  line  production 
of  canned  or  bottled  goods; 

(2)  Apparel  and  other  garment  products; 

(3)  Furniture  and  fixtures; 

(4)  Printing  and  publishing  of  books  or  newspapers; 

(5)  Leather  products; 

(б)  Pottery; 

(7)  Glass  blowing; 

(8)  Measuring,  analyzing,  and  controlling  Instruments; 
photographic,  medical  and  optical  goods;  watches  and  clocks. 

It  shall  not  Include  the  chemical  processing  of  materials  or  the  use  of  any 
machine  that  has  more  than  five  horsepower  capacity,  nor  shall  the  mechanical 
equipment  required  for  the  use,  together  with  related  floor  space  used 
primarily  by  the  operators  of  such  equipment,  In  aggregate  occupy  more  than  1/4 
of  the  total  gross  floor  area  of  the  use. 


[Sections  890.39  through  890.51  are  unchanged.] 
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It  shall  ((be  distinct  and  separate  from))  not  Include  a trade  shop,  as 
defined  In  Section  890.124  of  this  Code  or  a heavy  Industrial  use  as  defined  In 
Section  890.55  of  this  Code.  It  shall  not  Include  general  or  heavy 
manufacturing  uses,  not  described  In  this  Subsection  (a). 

(b)  Wholesale  Sales.  A non-retail  use  which  exclusively  provides  goods 
or  commodities  for  resale  or  business  use.  Including  accessory  storage.  It 
shall  not  Include  a non-accessory  storage  warehouse. 

(c)  Storage.  A commercial  use  which  stores,  within  an  enclosed 
building,  household  goods,  contractors'  equipment,  building  materials  or  goods 
or  materials  used  by  other  businesses  at  other  locations.  This  use  shall  not 
Include  the  storage  of  waste,  salvaged  materials,  automobiles,  Inflammable  or 
highly  combustible  materials,  and  wholesale  goods  or  commodities.  This  use 
shall  Include  retail  self-storage  facilities  for  household  goods. 


SEC.  89Q.55.  HEAVY  INDUSTRIAL,  An  industrial  use  subject  to  Section 

226(e)  through  (w)  of  this  Code. 

[Sections  890.56  through  890.68  are  unchanged.] 

SEC-  890-69.  NQN-AUTQ  V£MCLE_SALES  OR  RENTAL.  LIGHT  AMD  mm.  .VEHICLES 
ONLY.  A retail  use  offering  new  or  used  bicycles,  scooters,  motorcycles,  boats 
or  other  marine  vehicles  for  sale,  rent  or  lease  when  conducted  entirely  within 
an  enclosed  building. 

[Sections  890.70  through  890.104  are  unchanged.] 

SEC.  890.106.  SERVICE,  ADMINISTRATIVE.  A non-retail  use,  generally  an 
office  use,  which  provides  executive,  management,  administrative,  clerical  and 
other  services  exclusively  to  the  business  community  and  not  to  the  general 

public. 

( (Adml nstratl ve  services  may  Include  accessory  storage,  but  not  the 
storage  of  other  Items,  other  than  samples  for  wholesale  sale.)) 

It  does  not  Include  services  which  are  available  to  the  general  public. 
Administrative  services  may  Include  accessory  storage,  but  not  the  storage  of 
building  materials,  contractor's  equipment,  or  maintenance  equipment  for 
non-resldentlal  structures,  or  Items,  other  than  samples,  for  wholesale  sale. 


SEC.  890.108.  SERVICE.  ((BUSINESS  OR))  PROFESSIONAL.  A retail  use_^_ 
general  1 v an  office  use,  which  provides  ((general  business  or))  professional 
services  to  the  general  public  or  to  other  businesses  including,  but  not 
limited  to,  architectural,  accounting,  legal,  consulting,  Insurance,  real 
estate  brokerage,  advertising  agencies,  public  relations  agencies,  computer 
a ncUteta  processing  services,  employment  agencies,  management  consultants  and 
other  similar  consultants,  telephone  message  services,  and  travel  services. 

tiUMii..the  Chinatown  Mixed  Use  Districts^  ((T))ihis  definition  shall  also 
apply  to  building,  plumbing,  electrical,  painting,  roofing,  furnace  or  pest 
control  contractors  and  storage  of  Incidental  equipment  and  supplies  used  by 
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them,  if  located  entirely  within  an  enclosed  building  having  no  openings  other 
than  fixed  windows  or  exits  required  by  law  within  50  feet  of  an  R District, 
and  If  the  storage  of  equipment  and  supplies  does  not  occupy  more  than  2/3  of 
the  total  gross  floor  area  of  the  use.  No  processing  of  building  materials, 
such  as  mixing  of  concrete  or  heating  of  asphalt  shall  be  conducted  on  the 
premises.  Parking,  loading  and  unloading  of  all  vehicles  used  by  the 
contractor  shall  be  located  entirely  within  the  building  containing  the  use.)) 

This  use  shall  not  include  research  services  of  an  Industrial  or 
scientific  nature  In  a commercial  or  medical  laboratory,  other  than  routine 
medical  testing  and  analysis  by  a health-care  professional  or  hospital. 


SEC.  890.110  SERVICE,  FINANCIAL.  A retail  use,  generally  an  office  use 
which  provides  banking  services  and  products  to  the  public,  such  as  banks, 
savings  and  loans,  and  credit  unions,  when  occupying  more  than  15  feet  of 
linear  frontage  or  200  square  feet  of  gross  floor  area. 


SEC ,.■890.111.  SERVICE.  BUSINESS.  .A-.Sgry.tce..  U.Sfi  Including  the  following 
3ct.iy.i-ti.es  or  providing  the  fpi lowing. -s.er.yi.ces. ..to. businesses...  anri/pr.  to  the 

general  public: radio  and  television  stations;  news  research,  writing  and 

editing;  newspaper  bureaus;  magazine. .and... trade  publication  publishing;  desktop 
publishing;  product  testing  laboratories;  photographic  library,  services; 
microfilm  recording;  slide  duplicating;  bulk  mall  services;  parcel  shipping 
services;  parcel  labeling  and  packaging  services;  messenger ..deUyery /courier, 
services;  sign  painting  and  lettering  services;  building  mainlenance.. .services- 


[Section  890.112  Is  unchanged.] 


SEC.  890.114.  SERVICE,  MEDICAL.  A retail  use,  generally  an  office  use. 
which  provides  medical  and  allied  health  services  to  the  Individual  by 
physicians,  surgeons,  dentists,  podiatrists,  psychologists,  psychiatrists, 
acupuncturists,  chiropractors,  or  any  other  health-care  professionals  when 
licensed  by  a State-sanctioned  Board  overseeing  the  provision  of 
medically-oriented  services.  It  Includes  a clinic,  primarily  providing 
outpatient  care  In  medical,  psychiatric  or  other  health  services,  and  not  part 
of  a hospital  or  medical  center,  as  defined  In  Section  890.44  of  this  Code. 


SEC.  890.116.  SERVICE,  PERSONAL.  A retail  use  which  provides  grooming 
services  to  the  Individual,  Including  salons,  cosmetic  services,  tattoo 
parlors,  and  health  spas,  or  Instructional  services  not  certified  by  the  State 
Educational  Agency,  such  as  art,  dance^.  exercise,  martial  arts,  and  music 
classes,  except  that  In  the  South  of  Market_P1str1cts,  arts  activities  falling, 
within  Section  102.2  shall  not  be  considered  personal  services. 


(Sections  890.118  and  890.122  are  unchanged.) 
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SEC.  890.124.  TRADE  SHOP.  A retail  service  use  which  provides 
custom-crafted  goods  and/or  services  for  sale  directly  to  the  consumer, 
reserving  some  storefront  space  for  display  and  retail  service;  If  conducted 
within  an  enclosed  building  having  no  openings  other  than  fixed  windows  or 
exits  required  by  law  located  within  50  feet  of  any  R District.  A trade  shop 
Includes,  but  Is  not  limited  to: 

(a)  Repair  of  personal  apparel,  accessories,  household  goods,  appliances, 
furniture  and  similar  Items,  but  excluding  repair  of  motor  vehicles  and 

structures ; 

(b)  Upholstery  services; 

(c)  Carpentry; 

(d)  Printing  of  a minor  processing  nature,  Including  multicopy  and 
blueprinting  services,  but  excluding  printing  of  books  or  newspapers,  other 
than  pamphlets  and  small  reports; 

(e)  Tailoring;  and 

(f)  Other  artisan  craft  uses,  Including  fine  arts  uses. 

Within  the  South  of  Market  Districts,  arts  activities  falling  within 
Section  102.2  shall  not  be  considered  trade  shops. 

igl  within  South. of  Market  Districts,  this  use  shall  ..Include  .the  offjiii. 
of  building,  plumbing.  electricaU.paint.ing,  ..roofing,  furnace  or  pest  control 
contractors  an.d...Lt.arftge_Qf-lncldfint»l  equipment  and  suppUfii_-Used  by  them,  if 
located  entirely  within  an  enclosed  building  having  no  openings  other  than 
fixed  windows  or  exits  required  by  law  within  50  feet  of  an  R. Pi sJtr.tJtj-AmL.lf. 
the  storage  of  equipment  and  supplies  does  not  occupy  more  than  2/3  of  the 

to.ti1.gr.oii  floor  area  of  the  use. No  processing  of  building  materials,  such 

as  mixing  of  concrete  or  heating  of  asphalt  shall  be  conducted  on  the 
premises.  Parking,  loading  and  unloading  of  all  vehicles  used  bv  the 
contractor  shall  be  iQCited  entirely  Wlth1n._lhe__bii.1jd1ng  containing  the  use. 

Within  the  Chinatown  Mixed  Use  Districts.  ((I))1t  does  not  Include  any 
shops  which  uses  a single  machine  of  more  than  five  horsepower  capacity,  or  a 
shop  In  which  the  mechanical  equipment,  together  with  related  floor  space  used 
primarily  by  the  operators  of  such  equipment,  occupies  In  the  aggregate  more 
than  1/3  of  the  total  gross  floor  area  of  the  use.  A trade  shop  Is  distinct 
from  light  manufacturing,  as  defined  In  Section  890.54(a)  of  this  Code. 
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Section  890.130 


SEC.  890.130.  USE  SIZE  (NONRESIDENTIAL) . The  permitted  gross  floor  area 
allowed  each  Individual  nonresldentlal  use.  "Gross  floor  area"  Is  defined  In 
Section  102.<<8)>S  of  this  Code. 


SEC.  890.131.  VEHICLE  STORAGE.  OPEN  LOT.  A use  which  provides  for  the 
storage  of  buses,  recreational  vehicles,  mobile  homes,  trailers  or  boats 

and/pr  storage  for  more  than  72  hours  of  other  vehicles  on  an  open  lot. Lt 

shall  not  Include  rooftop  storage. 


SEC.  890.132.  VEHICLE  STORAGE . ENCLOSED  LOT  STRUCTURE.  A use  which 
provides  for  the  storage  of  buses,  recreational  vehicles,  mobile  homes, 
trailers,  or.  boats  and/or  storage  for  more  than  72  hours  of  other  vehicles  In 
an  enclosed  lot  or  structure.  It  shall  not  Include  rooftop  storage. 

[Section  890.140  Is  unchanged.] 

SEC.  899.  OTHER  APPLICABLE  SECTIONS  OF  THE  CITY  PLANNING  CODE. 
((Reference  should  be  made  to  other))  Sections  outside  this  Article  ((which)) 
also  apply  to  Mixed  Use  Districts.  ((These))Such  sections  and  their  titles 
are  listed  below.  The  following  ll.stlnq  Is  set  forth  for  convenience:  In  the 
event  of  any  omission  from  the  list  or  conflict  with  other  provisions  of  this 
Code,  the  remainder  of  the  Code  shall  govern. 

General  Provisions 
Section  101  Purposes 

ii.Ct1.pn.  1Q1 . 1 Master,  PI  an  Consistency  and  Implementation 

Section  109  Severability 

Definitions 

Sections  102— 102.2((4))fi  Definitions 


Zoning  Map 

Section  105  Zoning  Map 

Section  106  Zoning  Map  Incorporated  Herein 


Building  Standards 

Section  122 
Section  124 


Section  250 
Section  251 
Section  252 


Section  260 
Section  262 
SiC.t-1  on  263 
Section  270 
Section  271 
Section  295 


Height  and  Bulk 
Basic  Floor  AreOatlQ 

Transfer  of  Development  Rights  In  C-3  Districts 

Height  and  Bulk  Districts  Established 

Height  and  Bulk  Districts  — Purpose 

Classes  of  Height  and  Bulk  Districts 

Review  of  Buildings  Exceeding  40  Feet  In  R Districts 

Height  Limits  — Method  of  Measurement 

Additional  Height  Limits  — Applicable  to  Signs 

Height  Limits:  Special  Exceptions 

Bulk  Limits  — Measurement 

Bulk  Limits  — Special  Exceptions 

Height  Restrictions  on  Structures  Shadowing  Property 

Under  the  Jurisdiction  of  the  Recreation  and  Park_ 

Commission 
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Section  899 


Section  121 
Section  130 
Section  131 
Section  134 
lections  135-135,-3 
Section  136 
Section  140 
Section  141 
Section  142 

Section  147 
Parking 
Section  150 
Section  151 
Section  152 
Section  153 
Section  154 

Section  155 

Section  156 
Section  157 

Section  159 

Section  160 

Section  161 
Section  163 


Minimum  Lot  Width 
Yard  and  Setback  Requirements 
Legislated  Setback  Line 
Rear  Yard  Requirements 
Usable  Open  Space 

Obstructions  Over  Streets  and  Alleys 
All  Dwelling  Units  to  Face  on  Open  Area 
Screening  of  Rooftop  Features 
Screening  of  Parking  Areas 

Reduction  of  Shadows  on  Certain  Public  Open  Spaces 

Off-street  Parking  and  Loading  Requlrments 
Schedule  of  Required  Off-Street  Parking  Spaces 
Schedule  of  Required  Off-Street  FrelghjLLoading  Spaces 
Rules  for  Calculation  of  Required  Spaces 
Minimum  Dimensions  for  Required  Off-street  Parking  and 
Loading  Spaces 

General  Standards  as  to  Location  and  Arrangement  of 
Off-((s))£treet  Parking  and  Loading  Spaces 
Parking  Lots 

Conditional  Use  Applications  for  Parking  Exceeding 
Accessory  Amounts 

Required  Off-Street  Parking  Not  on  the  Same  Lot  as 
Structure  or  Use  Served 

Collective  Provision  and  Joint  Use  of  Required  Off-Street 
Parking 

Exemptions  from  Off-Street  Parking.  Freight  Loading 
Transportation  Management  Programs 


Signs 

Sections  602—602.21 
Section  603 
Section  604 
Section  606 
Section  607_J> 
Sections  608—608.1 
Section  609 


Definitions 

Exemption* 

Permits  and  Conformity 

Residential  .Districts 

((Commercial  and  Industrial  D1 strl cts) )M1 xed  Use  Districts 
Special  Sign  Districts 
Amortization  Period 


Uses 

Section  201 
Section  202 
Section  203 
Section  204 
Section  204.1 
Section  204.4 
Section  204.5 
Sections  205—205. 


Section  207.1 
Section  207.5 


Classes  of  Use  Districts 
Uses  Permitted  By  This  Code 
Effect  on  Certain  Public  Services 
Accessory  Uses,  General 
Accessory  Uses  for  Dwellings  In  R District* 
Dwelling  Units  Accessory  to  Other  Uses 
Parking  and  Loading  as  Accessory  Uses 
((2>)2  Temporary  Uses 

Density  of  Dwelling  Units  In  R Districts 
Rules  for  Calculation  of  Dwelling  Unit  Densities 
Density  of  Dwelling  Units  In  Mixed  Use  Districts 
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Section  899 


Section 

208 

Section  210 

Section 

233 

Section 

234.2 

Section 

235 

Section 

236 

Article 

10 

Section 

1106 

Procedures 

Section 

301 

Section  302 

Sect1on*303 

Section 

304 

Section 

304.5 

Section 

305 

Sections  306—306.8 

Section 

307 

Sections  308—308.2 

Fees 

Article 

3.5 

Compliance 

Section 

170 

Section 

171 

Section 

172 

Section 

173 

Section 

174 

Section 

175 

Section 

176 

Section 

178 

Section 

180 

Section 

181 

Section 

182 

Section 

183 

Section 

184 

Section 

186 

Section 

187 

Section 

188 

Density  Limitations  for  Group  Housing 

Description  and  Purpose  of  Commercial  and  Industrial 

Districts 

Additional  Provisions  For  Live/Work  Units 
Conditional  Uses.  P Districts 
Special  Use  Districts 
Garment  Shop  Special  Use  Dlstrlt 

Preservation  of  Historical,  Architectural  and  Aesthetic 
Landmarks  (Inclusive) 

Article  11  Change  of  Designation,  Designation  of 
Additional  Buildings 

General  Description 

Amendments 

Conditional  Uses 

Planned  Unit  Developments 

Institutional  Master  Plans 

Variances 

Applications  and  Hearings 

Other  Powers  and  Duties  of  the  Zoning  Administrator 
Appeal s 


Fees  (Inclusive) 


Applicability  of  Requirements 
Compliance  of  Uses  Required 

Compliance  of  Structures,  Open  Spaces,  and  Off-Street 
Parking  and  Loading 
Compliance  of  Lots  Required 

Compliance  with  Conditions,  Stipulations,  and  Special 

Restrictions 

Approval  of  Permits 

Enforcement  Against  Violations 

Condi  tiQ.nal...Uses 

Nonconforming  Uses,  Noncomplying  Structures,  and 
Substandard  Lots 

Nonconforming  Uses:  Enlargements,  Alterations,  or 

Reconstruction 

Nonconforming  Uses:  Changes  of  Use 

Nonconforming  Uses:  Discontinuance  and  Abandonment 

Short-term  Continuance  of  Certain  Nonconforming  Uses 
Continuance  of  Other  Nonconforming  Uses 
Exemption  of  Limited  Commercial  Nonconforming  Uses 
Garment  Shops  and  Garment  Factories  as  Nonconforming  Uses 
Noncomplying  Structures:  Enlargements,  Alterations  and 

Reconstruction 
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Section  899 


SEC.  899.1.  SUNSET  CLAUSE.  (a)  All  amendments  to  this  Code  made  bv 

Ordinance  No. (this  ordinance),  whether  additions,  deletions. 

modifications  or  renumbering,  except  for  amendments  to  Sections  81Q.10. 

810.19,  811.10.  811.19.  812.10  and  812. 19.  shall  remain  In  effect  only  until 

the  date  twelve  months  after  the  effective  date  of  Ordinance  No. (this 

ordinance)  and,  except  for  amendments  to  Sections  810.10.  810.19.  811.10. 

811.19.  812.10  and  812.19.  shall  be  repealed  as  of  that  date,  together  with 

this  Section. The  Clerk  of  the  Board  of  Supervisors  shall  effect  said  repeal 

by  eliminating  from  this  Code  ail  amendments  made  by  Ordinance  .No.. 

(this  ordinance),,  except... those  to  Sections  81Q.1Q,  810-19,  81.1... l.CL  8n .19, 
812.1Q  anj.  812-19  and  except  to  the  extent  such  amendments  have  .been 
re-enacted  by  s.ub5g.flu.gnt.JjgfltiUt1gn.w.tiA£li.ha5_1.tse.i.f-  not  been_rma.lgd. 

(Sections  1001  through  1124  are  unchanged.) 


APPROVED  AS  TO  FORM: 

LOUISE  H.  RENNE,  CITY  ATTORNEY 


By- 


Deputy 


ty  Attorney 
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PROPOSED  ZONING  MAP  AMENDMENTS 
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SOUTH  OF  MARKET 


214 


215 


216 


SOUTH  OF  MARKET  ZONING  CONTROLS 
CREDITS 
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Robert  Dick 

Douglas  Engman 
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Department  of  City  Planning 

Dean  L.  Maoris,  Director 
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Robert  Passmore,  Zoning  Administrator 
George  A.  W1 1 1 lams , 

Assistant  Director, 

Plans  and  Programs 

Amit  Ghosh,  Chief  of  Comprehensive  Planning 
Susana  Montana,  Project  Manager, 

South  of  Market  Rezoning  Study 
Paul  Lord,  Lilia  Medina,  Eugene  Coleman- 
South  of  Market  Team 

Larry  Badi ner— Hi stori c Preservation 
Richard  Hedman— Urban  Design 
Eva  Liebermann,  Steve  Shotland— Open  Space 
Dave  Feltham,  Chi-Hsin  Shao,  Rebecca 
Kohl  strand— Transportation 
Diane  Oshima,  Jim  McCormick — Environmental  Review 
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Graphics 
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Word  Processing 
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